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PART  I 

(Part  II  begins  on  page  7437) 

HIGHLIGHTS  OF  THIS  ISSUE 

This  listing  does  not  affect  the  legal  status 
of  any  document  published  in  this  issue.  Detailed 
table  of  contents  appears  inside. 

FAA  CHANNEL  SPACING  POLICY — Invitation  for  comment 


by  4-20-73 .  7414 

EDUCATIONAL  ASSISTANCE— 

VA  defines  full-time  training  for  certain  programs; 

effective  3-15-73 .  7394 

VA  proposals  for  eligibility  and  computation;  com¬ 
ments  by  4-20-73 .  7403 

MEAT  AND  POULTRY  LABELING— USDA  proposes  clarifi¬ 
cation  of  “open  dates"  in  packaging;  comments  before 
5-22-73  .  7398 

ANTIDUMPING — Treasury  Dept,  determination  of  sales  on 
certain  permanent  magnets  from  Japan .  7404 

REAL  PROPERTY — USDA  proposals  for  insurance  and  tax 
requirements;  comments  by  4-20-73 .  7399 

INDIAN  TRIBES  AND  TRIBAL  CORPORATIONS— USDA 
proposal  for  making  loans  for  acquiring  lands;  comments 
by  4-20-73 .  7399 

NON-FEDERAL  AIR  NAVIGATION  FACILITIES— FAA  pro¬ 
poses  revised  standards;  comments  by  4-20-73 .  7401 

SELECTED  MULTIUNIT  COMPANIES— Commerce  Dept, 
determination  to  conduct  annual  survey .  7409 

COTTON — USDA  proposes  changes  in  base  quality;  com¬ 
ments  by  4-6-73  .  7393 

ENVIRONMENTAL  IMPACT  STATEMENT— Availability  of 
comments . 7416 

TOBACCO — USDA  proposal  regarding  identification  and 
amendment  of  burley  marketing  quotas;  comments  by 
4-2^73  . 7395 

COST  OF  LIVING  COUNCIL — Establishment  of  Food  In¬ 
dustry  Wage  and  Salary  Committee . . .  7424 

FLEET  LICENSE — FCC  proposes  change  in  procedures  for 
aircraft  operations;  comments  by  4—23—73 . 7402 


(Continued  Inside) 


HIGHLIGHTS— Continued 


MEETINGS— 

FDA  advisory  committee  meetings  for  April .  7409 

Air  Force:  Aeronautical  Systems  Division  Advisory 

Group  F-^E,  3-21  and  3-22-73._ .  7404 

Advisory  Council  on  Historic  Preservation,  3-27-73 .  7423 

SEC:  Broker-Dealer  Model  Compliance  Program  Ad¬ 
visory  Meetings,  3-27  and  3— 2&-73 . . .  7423 

Civil  Rights  Commission — D.C.  and  New  Jersey  State 


Advisory  Committees  (2  documents),  3-22-73....  7415,  7416 


Interior  Dept.:  Indiana  Dunes  Nat’l.  Lakeshore  Commis¬ 
sion,  4—6—73 . : . .  7405 

HEW:  Physicians  Reimbursement  Methods  Study  Com¬ 
mittee  of  Health  Insurance  Benefits  Advisory  Council, 

3-22-73  .  7414 

Medical  Research  Study  Section,  3-22  and  3-23-73..  7414 

Nat’l.  Commission  on  Materials  Policy,  3-26-73 .  7423 

Advisory  Committee  for  National  Dredging  Study,  3-28 

to  3-30-73  .  7404 

AEC:  Advisory  Committee  on  Reactor  Safeguards  sub¬ 
committee  meetings  (3  documents) . 7424,  7425 


Published  dally,  Monday  throvigh  Friday  (no  publication  on  Satiurdays,  Sundays,  or  on  official  Federal 
holidays),  by  the  Office  of  the  Federal  Register.  National  Archives  and  Records  Service,  General  Services 
Administration,  Washington,  D.C.  20408,  \mder  the  Federal  Register  Act  (49  Stat.  500,  as  amended;  44  U.S.C., 
Ch.  15)  and  the  regulations  of  the  Administrative  Committee  of  the  Federal  Register  (1  CFR  Ch.  I).  Distribution 
Is  made  only  by  the  Superintendent  of  Documents,  UJ3.  Government  Printing  Office,  Washington,  D.C.  20402. 

The  Federal  Register  provides  a  uniform  system  for  making  available  to  the  public  regulations  and  legal  notices  issued 
by  the  Executive  Branch  of  the  Federal  Government.  These  Include  Presidential  proclamations  and  Executive  orders  and 
Federal  agency  documents  having  general  applicability  and  legal  effect,  documents  required  to  be  published  by  Act  of 
Congress  and  other  Federal  agency  documents  of  public  Interest. 

The  Federal  Register  will  be  fvumlshed  by  mall  to  subscribers,  free  of  postage,  for  $2.50  per  month  or  $25  per  year,  payable 
In  advance.  The  charge  for  Individual  copies  Is  20  cents  for  each  issue,  or  20  cents  iot  each  g;roup  of  pages  as  actually 
bound.  Remit  check  or  money  order,  made  payable  to  the  Superintendent  of  Documents,  DJS.  Government  Printing  Office, 
Washington,  D.C.  20402. 

,  There  are  no  restrictions  on  the  republlcatlon  of  material  appearing  in  the  Federal  Register. 
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AGRICULTURAL  MARKETING  SERVICE 


Proposed  Rule  Making 
Almonds  grown  in  California;  ex¬ 
tension  of  time -  7395 

Milk  in  Paducah,  Ky..  marketing 
area;  decision  on  amendments 

to  agreement  and  order _  7396 

Milk  in  Puget  Sound,  Wash.,  mar¬ 
keting  area;  extension  of  time—  7398 
Price  quotations  and  differences; 
change  in  base  quality _  7395 


AGRICULTURAL  STABILIZATION  AND 
CONSERVATION  SERVICE 
Rules  and  Regulations 
Cotton;  1973  crop  of  upland  cot¬ 
ton;  base  acreage  sdlotments; 
coimty  reserves;  correction. ___  7393 

Proposed  Rule  Making 
Burley  tobacco;  marketing  quota 
determination _  7395 

AGRICULTURE  DEPARTMENT 
See  Agricultural  Marketing  Serv¬ 
ice;  Agricultural  Stabilization 
and  Conservation  Service;  Ani¬ 
mal  and  Plant  Health  Inspec¬ 
tion  Service;  Farmers  Home 
Administration;  Rural  Electrifi¬ 
cation  Administration;  Soil 
Conservation  Service. 

AIR  FORCE  DEPARTMENT 
Notices 

Aeronautical  Systems  Division 
Advisory  Group  P-4E  Commit¬ 
tee;  meeting _  7404 

ANIMAL  AND  PLANT  HEALTH  INSPECTION 
SERVICE 

Proposed  Rule  Making 
Prohibitions  and  requirements  for 
labels  and  containers;  open 
dating _  7398 

ARMY  DEPARTMENT 

See  Engineers  Corps. 

ATOMIC  ENERGY  COMMISSION 
Notices  " 

Advisory  Committee  on  Reactor 
Safeguards;  subcommittee 
meetings  (3  dociunents) _  7424,  7425 


CIVIL  RIGHTS  COMMISSION 
Notices 

Meetings: 

District  of  Coliunbla  Advisory 

Committee _  7415 

New  Jersey  State  Advisory  Com¬ 
mittee  _  7416 

CIVIL  SERVICE  COMMISSION 
Rules  and  Regulations 
Department  of  Labor;  excepted 
service  _  7393 


COMMERCE  DEPARTMENT 

See  Import  Programs  Office;  Na¬ 
tional  Oceanic  and  Atmospheric 
Administration;  National  Tech¬ 
nical  Information  Service;  So¬ 
cial  and  Economic  Statistics 
Administration. 

COST  OF  LIVING  COUNCIL 

Notices 

Food  Industry  Wage  and  Salary 
Committee;  certification  and  es- 
,  tablishment _  7424 

DEFENSE  DEPARTMENT 

See  Air  Force  Department;  Engi¬ 
neers  Corps. 

EDUCATION  OFFICE 

Proposed  Rule  Making 

Educationally  deprived  children; 
financial  assistance  to  meet  ed¬ 
ucational  needs;  comparability 


of  services _  7438 

ENGINEERS  CORPS 
Notices 

Advisory  Committee  for  National 
Dredging  Study;  meeting -  7404 


ENVIRONMENTAL  PROTECTION  AGENCY 
Notices 

Benzoyl  chloride  (2,4,6-trichloro- 
phenyl)  hydrazone,  reextenslon 
of  temporary  tolerance;  correc¬ 
tion  _  7416 

Environmental  Impact  statements; 
availability  of  agency  com¬ 
ments  _  7416 

FARMERS  HOME  ADMINISTRATION 

Proposed  Rule  Making 


Loans  to  Indian  tribes  and  tribal 
corporations _  7399 

Real  property  Insiurance  and  real 
estate  tax  servicing;  Insurance 
and  tax  requirements -  7399 

FEDERAL  AVIATION  ADMINISTRATION 

Rules  and  Regulations 

Control  zone;  alteration _  7393 

Jet  route  segments;  alteration _  7393 

Restricted  area;  designation -  7393 

Proposed  Rule  Making 

Non-Federal  navigation  facilities; 
performance  requirements -  7401 

Transition  area;  alteration _  7401 

Notices 

Reduced  channel  spacing  for  ILS, 

VOR,  and  TACAN(DME)  facul¬ 
ties  .  7414 


FEDERAL  COMMUNICATIONS 
COMMISSION 

Proposed  Rule  Making 

Aviation  services;  notification  pro¬ 
cedures  of  aircraft  operating 
under  fieet  license _  7402 

FEDERAL  MARITiME  COMMISSION 

Notices 


Agreements  filed: 

City  of  MUwaukee  and  Optics 

for  Industry _  7417 

Matson  Navigation  Co.  and  HUo 
Transportation  &  Terminal 

Co _  7418 

Scandinavian  Eaust  Africa  Line 
and  South  Shipping  Lines- 

IranUne _  7418 

Sea-Land  Service.  Inc.,  et  al. ;  or¬ 
der  of  lnvestigati<Mi  and  suspen¬ 
sion  _  7418 


FEDERAL  POWER  COMMISSION 
Notices 

National  Power  Survey  Technical 
Advisory  Committw  on  Re¬ 
search  and  Development — Task 
Force  on  Energy  Sources  Re¬ 
search;  meeting _  7420 

FEDERAL  RESERVE  SYSTEM 
Notices 


Barnett  Banks  of  Florida.  Inc.; 
order  denying  acquisition  of 

bank _  7420 

Coimty  National  Bancorix>ration; 
order  approving  acquisition  of 
General  Mortgage  Co.  of  St. 

Louis _  7420 

Federated  Texas  Bancorporation, 

Inc. ;  order  approving  formation 

of  bank  holding  company _  7421 

First  Bancorp.,  Inc.;  order  grant¬ 
ing  approval  of  acquisition  of 

bank _  7422 

First  International  Bancshares, 

Inc.;  acquisition  of  bank; 

correction _  7422 

First  Tennessee  National  Corp.; 


Florida  Bankshares,  Inc.;  for¬ 
mation  of  bank  holding  com¬ 
pany;  correction _  7422 

North  Moore  Street  Bank;  order 
approving  merger  of  banks _  7422 

FOOD  AND  DRUG  ADMINISTRATION 
Notices 

Advisory  committees;  meetings. _  7409 
{Continued  on  next  page) 
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HEALTH.  EDUCATION,  AND  WELFARE 
DEPARTMENT 

See  Education  Office;  Food  and 
Drug  Administration;  Health 
Services  and  Mental  Health  Ad¬ 
ministration;  National  Insti¬ 
tutes  of  Health;  Social  and  Re¬ 
habilitation  Service;  Social 
Security  Administration. 

HEALTH  SERVICES  AND  MENTAL  HEALTH 
ADMINISTRATION 
Notices 

National  advisory  bodies;  April 
1973  meetings _  7411 

HISTORIC  PRESERVATION  ADVISORY 
COUNCIL 
Notices 

International  Centre  Committee; 
meeting _  7423 

HOUSING  AND  URBAN  DEVELOPMENT 
DEPARTMENT 
Notices 

Acting  regional  administrator  et 
al.,  Region  IX;  designation _  7414 

IMPORT  PROGRAMS  OFFICE 
Notices 

University  of  California  et  al.; 
duty-free  entry  of  scientific  ar¬ 
ticles;  decision  and  application 
(2  documents) _  7407 

INTERIM  COMPLIANCE  PANEL  (COAL 

MINE  HEALTH  AND  SAFETY) 

Notices 

Opportunity  for  hearing  on  re¬ 
newal  permit  applications: 

Eastern  Associated  Coal  Corp..  7423 
Webster  Coimty  Coal  Corp _  7423 

INTERIOR  DEPARTMENT 

See  also  National  Park  Service. 

Notices 

Authorized  Granite  Reef  Aque¬ 
duct;  availability  of  environ¬ 
mental  statement -  7406 

Potter  Valley  Rancheria,  Calif., 
and  individual  members;  termi¬ 
nation  of  Federal  supervision 

over  property _  7406 

Thomas,  Robert  W.,  Jr.;  state¬ 
ment  of  changes  in  financial 
interests _  7406 

INTERSTATE  COMMERCE  COMMISSION 
Notices 

Assignment  of  hearings -  7425 

Demurrage  and  free  time  on 

freight  cars -  7426 

Motor  carriers: 

Alternate  route  deviation  no¬ 
tices  (2  documents) _  7426,  7427 

Applications  and  certain  other 

proceedings _  7427 

Fifing  of  intrastate  aivUca- 
tions _  7432 


St.  J(dinsbury  and  Lamoille 
County  Railroad;  rerouting  or 
diversion  of  traffic _  7433 

JUSTICE  DEPARTMENT 

See  Law  Enforcement  Assistance 
Administration;  Narcotics  and 
Dangerous  Drugs  Bureau.  * 

LAW  ENFORCEMENT  ASSISTANCE 
ADMINISTRATION 

Notices 

Audit  Advisory  Committee; 


establishment _  7404 

Private  Security  Advisory  Coun¬ 
cil;  charter _  7405 


NARCOTICS  AND  DANGEROUS  DRUGS  ' 
BUREAU 

Notices 

Thomas  E.  Woodson;  revocatiMi 
of  registration;  hearing _  7405 

NATIONAL  COMMISSION  ON  MATERIALS 
POLICY 

Notices 

Preparation  of  final  report;  closed 
meeting  _  7423 

NATIONAL  INSTITUTES  OF  HEALTH 

Notices 

National  Cancer  Advisory  Board 
Ad  Hoc  Advisory  Committee  for 
the  Frederick  Cancer  Research 
Center;  meeting _  7414 

NATIONAL  OCEANIC  AND  ATMOSPHERIC 
ADMINISTRATION 

Notices 

Frederick  J.  Woelkers  in  and  Ray 
C.  Randall;  application  for  eco¬ 
nomic  hardship  exemption; 
hearing _  7407 

NATIONAL  PARK  SERVICE 

Notices 


Bandelier  Pollution  Abatement 
Project,  New  Mexico:  avail¬ 
ability  of  enviroiunental  state¬ 
ment  _  7405 

Indiana  Dunes  National  Lake- 
shore  Advisory  Commission; 

meeting _  7405 

Lyndon  B.  Johnson  National  His¬ 
toric  Site,  Tex.;  Administrative 
Officer;  authority  delegation —  7405 


NATIONAL  TECHNICAL  INFORMATION 
SERVICE 

Notices 

Government  -  owned  Inventions; 
availability  for  licensing -  7407 


OFFICE  OF  EMERGENCY  PREPAREDNESS 

Notices 

Texas;  notice  of  major  disaster 
and  related  determinations. ___  7423 

RURAL  ELECTRIFICATION 
ADMINISTRATION 

Notices 

Colorado-Ute  Electric  Association, 

Inc.;  availability  of  environ¬ 
mental  statement _  7406 

SECURITIES  AND  EXCHANGE 
COMMISSION 

Notices 

Broker-dealer  model  compliance 
program  advisory  committee; 
meetings _  7423 

SOCIAL  AND  ECONOMIC  STATISTICS 
ADMINISTRATION 

Notices 

Multiunit  companies;  determina¬ 
tion  for  surveys _  7409 

SOCIAL  AND  REHABILITATION  SERVICE 

Notices 


Meetings: 

Medical  Research  Study  Sec¬ 
tion  -  7414 

National  Advisory  Council  on 
Vocational  Rehabilitation _  7414 


SOCIAL  SECURITY  ADMINISTRATION 

Notices 

Physicians’  Reimbursement  Meth¬ 
ods  Study  Committee;  meeting.  7414 

SOIL  CONSERVATION  SERVICE 

Notices 

Patterson  Watershed  Project, 

Calif.;  availability  of  environ¬ 
mental  statement _  7406 

TRANSPORTATION  DEPARTMENT 

See  Federal  Aviation  Administra¬ 
tion. 

TREASURY  DEPARTMENT 

Notices 

Permanent  magnets  of  alnlco  or 
ceramic  material  from  Japan; 
determination _  7404 

VETERANS  ADMINISTRATION 

Rules  and  Regulations 

Vocational  rehabilitation  and 
education;  combination  corre¬ 
spondence-residence  program..  7394 

Proposed  Rule  Making 

Educational  assistance  allowance; 
eligibility  and  computation -  7403 
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List  of  CFR  Ports  Affected 


The  following  niunericol  guide  is  a  Ust  of  the  ports  of  each  title  of  the  Code  of  Federal  Regulations  affected  by 
documents  published  in  today's  issue.  A  ciunulatiye  list  of  parts  affected,  covering  the  current  month  to  date, 
appears  following  the  Notices  section  of  each  issue  beginning  with  the  second  issue  of  the  month.  In  the  last  issue 
of  the  month  the  cumulative  list  will  appear  at  the  end  of  the  issue. 

A  cumulative  guide  is  published  separately  at  the  end  of  each  month.  The  guide  lists  the  parts  and  sections 
effected  by  documents  published  since  January  1.  1973.  and  specifies  how  they  ore  affected. 


5  CFR 


9  CFR 


38  CFR 


213 


7393  Proposed  Rules: 


21 


7391 


7  CFR 

722_ . 

Proposed  Rxtle  Making 

27 _ 

726 _ 

981 _ 

1099 _ 

1125 _ 

1806 _ 

1823 _ 

1863- . 


317 _ 

7393  381 _ 

7395 

7395  71 . . 

7395  73 . 

7396  75 . . 

7398 

7399  Proposed  Rules: 

7399  71 . . 

7399  171 . . 


7393  Proposed  Rules: 

7398  21 . . - .  7403 

45  CFR 

7393  Proposed  Rules: 

7393  116 .  7438 

7393 

47  CFR 

7401  Proposed  Rules: 

7401  87 .  7402 
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REMINDERS 

(The  items  in  these  lists  were  editorially  compiled  as  an  aid  to  FEDERAL  REGISTER  users.  Inclusion  or  exclusion  from  these  lists  has  no  legal 
significance.  Since  these  lists  are  intended  as  reminders,  they  do  not  ind  ude  effective  dates,  comment  deadlines,  or  hearing  dates  that  occur  within 
14  days  of  publication.) 


Rules  Going  into  Effect  Today 

Note:  There  were  no  Items  published  after 
October  1, 1972,  that  are  eligible  for  Inclusion 
In  thU  list. 

Next  Week’s  Hearings 

page  no. 
and  date 

MARCH  26,  1973 

EQUAL  EMPLOYMENT  OPPORTUNITY 
COMMISSION — Reporting  and  record 
keeping  for  State  and  local  govern¬ 
ments  .  5659;  3-2-73 


TREASURY — Proposed  rules  govern¬ 
ing  disbursement  of  revenue  sharing 
payments  to  States  and  units  of 
local  government....  4918;  2-22-73 

MARCH  27  1973 

TARIFF — Sales  of  stainless  steel  plate 
from  Sweden  at  less  than  fair  value. 

4599;  2-16-73 

MARCH  28,  1973 

NAVY — Environmental  impact  of  pro¬ 
posed  Bolling-Anacostia  development 
plan .  6834;  3-13-73 


MARCH  29,  1973 

DELAWARE  RIVER  BASIN  COMMIS¬ 
SION — Proposed  plan  relating  to 
Tocks  Island  and  Delaware  Water  Gap 
-  National  Recreation  Area .  7138; 

3-16-73 

IRS — Proposed  rules  regarding  taxation 
of  excess  business  holdings  of  pri¬ 
vate  foundations .  32,  1-3-73; 

6075,  3-6-73 

TARIFF — Resumption  of  previous  hear¬ 
ing  on  importation  and  sale  of  elec¬ 
tronic  pianos .  3554,  2-7-73; 

4827,  2-22-73 


Next  Week’s  Deadlines  for  Comments  on  Proposed  Rules 


MARCH  25,  1973 

FCC — Medical  paging  systems  in  hos¬ 
pitals .  4353;  2-13-73 

MARCH  26,  1973 

CSC — ^Termination  of  grants  ..  4981; 

2-23-73 

LABOR — OSHA — Safety  and  health 

standards  for  small  fire  hose  and 
hose  reel .  49/9;  2-23—73 

FAA — Control  zone  and  transition  area, 

alteration .  4980;  2-23-73 

Transition  area;  alteration  ...  4775; 

2-22-73 

-  VOR  Federal  airways  and  area  high 
routes;  alteration..  4981;  2—23—73 

FCC — ^Table  of  assignments  in  Rich- 
lands,  Va.  and  Welch,  W.  Va  ...  3998; 

2-9-73 

FDA — Flour;  identity  standard..  2334; 

1-24-73 

IRS — Income  tax;  qualified  export  re¬ 
ceipts  and  producer’s  loans  of  DISC. 

6395;  3-9-73 

NATIONAL  CREDIT  UNION  ADMINIS¬ 
TRATION — Records  Preservation  Pro¬ 
gram;  storage  service  provided  by 
Administration .  4779;  2-22-73 

REA — Rural  telephone  facilities;  flexible 
and  semirigid  polyvinyl  chloride  raw 
material .  4979;  2—23—73 

SBA — Procurement  and  technical  as¬ 
sistance;  contracting  under  Small 

Business  Act .  6081;  3-6-73 

MARCH  28,  1973 

FCC — Cable  television  systems;  per¬ 
formance  tests  and  technical  stand¬ 
ards  .  28307;  12-22-72 


— FM  broadcast  stations  in  Castalia 
and  Sandusky,  Ohio .  ^192; 

2-26-73 

— FM  broadcast  stations  in  certain 
States;  table  of  assignments. 

5263;  2-27-73 
— Radio  frequency  devices;  modifica¬ 
tion  of  emission  limitations  for 
field  disturbance  sensors  ...  5263; 

2-27-73 

— Schedule  of  fees  ...  6082;  3-6-73 
HEW — Federal  old-age,  survivors,  and 
disability  insurance  (1950 - ). 

5182;  2-26-73 

MARCH  29,  1973 

USDA — ^ASCS — Determination  to  be 
made  regarding  supply  of  any  type  or 
types  of  peanuts  for  1973-74  market¬ 
ing  year .  5258;  2-27-73 

FPC — Form  No.  16;  report  of  supply 
and  requirements....  4779;  2-22-73 
INT — NPS^ — Yellowstone  National  Park, 
Wyo.;  fishing  restrictions .  5257; 

2-27-73 

SBA — Loan  policy .  6409;  3-9-73 

VA — Medical,  dental,  and  ancillary  serv¬ 
ices .  5267;  2-27-73 

— Vocational  rehabilitation  and  edu¬ 
cation;  period  of  operation  of 

course . 5267;  2-27-73 

MARCH  30,  1973 

AEC — Requirements  for  transfer  by 
licensees  of  byproduct  material, 
source  material  and  special  nuclear 
material .  4351;  2-13-73 


COAST  GUARD — Long  Island  Inland 
Waterway,  N.Y.;  drawbridge  opera¬ 
tion .  5350;  2-28-73 

DoT — Federal  Highway  ^Administration; 
maximum  interior  noise  levels  for 
commercial  motor  vehicles .  800; 

1-4-73 

FAA — Control  zone,  proposed  altera¬ 
tion .  5350;  2-28-73 

— Limited  IFR  air  taxi  operators. 

2989;  1-31-73 
FMC — Foreign  discrimination  affecting 
U.S.  ships;  regulations  to  adjust  or 
meet  conditions  unfavorable  to  ship¬ 
ping  in  the  foreign  trade  .  6191; 

3-7-73 

First  published  at  .  27638; 

12-19-72 

FPC — Utilization  and  conservation  of 

natural  gas .  5194;  2-26-73 

First  published  at .  1519;  1-8-73 

FTC — Endorsements  and  testimonials 
in  advertising;  guides  concerning  use. 

6191;  3-7-73 
First  published  at  25548;  12-1-72 
SEC — Broker-dealers  effecting  trans¬ 
actions  in  options  standards  of 

suitability .  4994;  2-23-73 

— Certain  writings  and  endorsements 
of  put  or  call  options;  exemptions. 

4993;  2-23-73 
— Investing  company  advertising  and 
statement  required  in  prospectus. 

4417;  2-14-73 
— Mutual  fund  shares;  quantity  dis¬ 
counts  for  certain  group  pur¬ 
chases, .  1284;  1-11-73 


Weekly  List  of  Public  Laws 

This  it  •  listing  of  public  bills  enacted  by 
Congress  and  approved  by  the  President,  together 
with  the  law  number,  the  date  of  approval,  and 
the  U.S.  Statutes  citation.  Subsequent  lists  will 
appear  every  Wednesday  In  the  FEDERAL  REG¬ 
ISTER,  and  copies  of  the  laws  may  be  obtained 
from  the  U.S.  Government  Printing  Office. 


H.J.  Res.  334 .  Pub.  L  93-10 

National  Employ  the  Older  Worker 
Week  (Mar.  15, 1973;  87  Stat.  8) 

H.R,  3694 . .  Pub.  L  93-11 

American  Revolution  Bicentennial  Com¬ 
mission,  appropriation  (Mar.  15,  1973; 
87  Stat.  9) 


FEDERAL  REGISTER,  VOL.  38,  NO.  54 — ^WEDNESDAY,  MARCH  21,  1973 


7393 


Rules  and  Regulations 


This  section  of  the  FEDERAL  REGiSTER  contains  reguiatory  documents  having  general  appiicabiiity  and  iegat  effect  most  of  which  are 
keyed  to  and  codified  in  the  Code  of  Federal  Regulations,  which  is  published  under  50  titles  pursuant  to  44  U.S.C.  1510. 

The  Code  of  Federal  Regulations  is  sold  by  the  Superintendent  of  Documents.  Prices  of  new  books  are  listed  in  the  first  FEDERAL 
REGISTER  issue  of  each  month. 


Title  5 — Administrative  Personnel 
CHAPTER  I— CIVIL  SERVICE  COMMISSION 
PART  213— EXCEPTED  SERVICE 
Department  of  Labor 

Section  213.3315  is  amended  to  show 
that  five  positions  of  Security  Aid  to  the 
Secretary  are  excepted  imder  Schedule  C. 

Effective  on  March  21,  1973,  §  213.3315 
(a)  (30)  is  added  as  set  out  below. 

§  213.3315  Department  of  Labor. 

(a)  Office  of  the  Secretary.  •  *  • 
(30)  Five  Security  Aids  to  the  Secre¬ 
tary. 

•  •  •  •  • 

(6  U.S.C.  secs.  3301,  3302,  E.O.  10577;  3  CPR 
1954-58  Comp.  p.  218) 

United  States  Civil  Serv¬ 
ice  Commission, 

[seal]  James  C.  Spry, 

Executive  Assistant  to 
the  Commissioners. 
[FR  Doc.73-5344  FUed  3-20-73;8:45  am] 


Title  7 — ^Agriculture 

CHAPTER  VII— AGRICULTURAL  STABILI¬ 
ZATION  AND  CONSERVATION  SERVICE 
(AGRICULTURAL  ADJUSTMENT),  DE¬ 
PARTMENT  OF  AGRICULTURE 

SUBCHAPTCR  B— FARM  MARKETING  QUOTAS 
AND  ACREAGE  ALLOTMENTS 

PART  722— COTTON 

Subpart — 1973  Crop  of  Upland  Cotton; 
Base  Acreage  Allotments 

County  Reserves 


to  alter  the  description  of  the  North 
Bend,  Oreg.,  control  zone. 

The  city  of  North  Bend,  owner  and  op¬ 
erator  of  the  Barview  NDB,  has  advised 
the  Federal  Aviation  Administration  that 
they  intend  to  cease  operations  of  the 
Barview  NDB  on  or  about  May  15,  1973. 
As  part  of  the  North  Bend  control  zone 
is  described  by  reference  to  a  bearing 
from  the  Barview  NDB,  action  is  taken 
herein  to  reflect  this  change. 

Since  this  change  is  minor  in  nature 
and  imposes  no  additional  burden  on  any 
person,  notice  and  public  procedure 
hereon  is  unnecessary. 

In  consideration  of  the  foregoing, 
§  71.171  (38  FR  351)  as  amended  in  Air¬ 
space  Docket  No.  72-NW-2  (38  FR  5341) 
is  further  amended,  as  follows: 

‘After  the  phrase,  “•  •  •  North  Bend 
VORTAC  111*  radial  extending  from  the 
5  mile  radius  zone  to  4.5  miles  east  of  the 
VORTAC,”  delete  “within  3  miles  each 
side  of  the  337*  bearing  from  the  Bar- 
view  RBN,  extending  from  the  5 -mile 
radius  zone  to  7  miles  northwest  of  the 
RBN;”  the  remainder  of  the  description 
remains  as  published. 

Effective  date.  This  amendment  will  be 
effective  0901  G.m.t.  May  24,  1973, 


(Sec.  307(a) ,  Federal  Aviation  Act  of  1958,  as 
amended,  49  U.S.C.  1348(a);  sec.  6(c),  De¬ 
partment  of  Transportation  Act,  49  U.S.C. 
1655(c) ) 


Issued  in  Seattle,  Wash.,  on  March  9, 
1973. 


C.  B.  Walk,  Jr., 
Director,  Northwest  Region. 


Correction 


I  FR  Doc.73-5341  FUed  3-20-73;8:45  am] 


In  FR  Doc.  73-2469  appearing  at  page 
3951  in  the  issue  for  Friday,  February  9, 
1973,  in  the  portion  of  the  table  for 
Louisiana  appearing  in  the  third  column 
on  page  3952,  the  11th  entry  in  the 
“Parish”  portion  of  the  right-hand  col¬ 
umn,  now  reading  “West”  should  be 
transferred  to  appear  with  the  last  entry, 
which  should  thus  read  “West  Winn”. 


Title  14 — Aeronautics  and  Space 

CHAPTER  I— FEDERAL  AVIATION  ADMIN¬ 
ISTRATION,  DEPARTMENT  OF  TRANS¬ 
PORTATION 

(Airspace  Docket  No.  73-NW-6] 

PART  71— DESCRIPTION  OF  FEDERAL 
AIRWAYS,  AREA  LOW  ROUTES,  CON¬ 
TROLLED  AIRSPACE  AND  REPORTING 
POINTS 

Alteration  of  Control  Zone 
The  purpose  of  this  amendment  to  Part 

71  of  the  Federal  Aviation  Regulations  is 


(Airspace  Docket  No.  72-SW-77] 

PART  73— SPECIAL  USE  AIRSPACE 
Designation  of  Restricted  Area 

On  January  15,  1973,  a  notice  of  pro¬ 
posed  rule  making  (NPRM)  was  pub¬ 
lished  in  the  Federal  Register  (38  FR 
1511)  stating  that  the  Federal  Aviation 
Administration  (FAA)  was  considering 
an  amendment  to  Part  73  of  the  Federal 
Aviation  Regulations  that  would  desig¬ 
nate  a  new  Restricted  Ai*ea,  R-5601D  in 
the  vicinity  of  Fort  Sill,  Okla. 

Interested  persons  were  afforded  an 
opportunity  to  participate  in  the  pro¬ 
posed  rule  making  through  the  submis¬ 
sion  of  comments.  Only  one  comment 
was  received  and  it  w'as  favorable. 

In  consideration  of  the  foregoing,  Part 
73  of  the  Federal  Aviation  Regulations  is 
amended,  effective  0901  G.m.t.,  May  24, 
1973,  as  hereinafter  set  forth. 

In  §  73.56  (38  FR  666)  the  following 
restricted  area  is  added: 


R-5601D  Fort  Sill,  Okla. 

BOUNDARIES 

Beginning  at  latitude  34‘>38'15''  N.,  longi¬ 
tude  98"38'00''  W.;  to  latitude  34<>36'00"  N., 
longitude  98<>46'45"  W.;  to  latitude  34<>42'15” 
N.,  longitude  98®50'00"  W.;  to  latitude 
34»45'00''  N.,  longitude  98®40’30"  W.;  to 
latitude  34'>43'30''  N.,  longitude  98°35'39" 
W.;  to  latitude  34»41'58’'  N.,  longitude 
98=39'43’'  W.;  to  latitude  34°41'58''  N.. 
longitude  98°45'20"  W.;  to  latitude  34”38'15'' 
N.,  longitude  98°45'20''  W.;  to  point  of  be¬ 
ginning  excluding  the  airspace  above  6,000 
feet  MSL  south  of  a  line  from  latitude 
34‘>38'15”  N.,  longitude  98''38'00"  W.;  to 
latitude  34<>38'16''  N.,  longitude  98»48'00"  W. 

Designated  altitude.  Surface  to  16,500  feet 
MSL. 

Time  of  designation.  Sunrise  to  sunset. 

Controlling  agency.  Federal  Aviation  Ad¬ 
ministration,  Fort  Worth  ARTC  Center. 

Using  agency.  Commanding  General,  Fort 
Sill,  Okla. 

(Sec.  307(a),  Federal  Aviation  Act  of  1958, 
49  U.S.C.  1348(a);  sec.  6(c),  Department  of 
Transportation  Act  49  U.S.C.  1655(c)) 

Issued  in  Washington,  D.C.,  on 
March  14.  1973. 

Charles  H.  Newpol, 

Acting  Chief,  Airspace  and 
Air  Traffic  Rules  Division. 

(FR  Doc.73-5340  Filed  3-20-73;8:45  am] 


(Airspace  Docket  No.  72-EA-113] 

PART  75— ESTABLISHMENT  OF  JET 
ROUTES  AND  AREA  HIGH  ROUTES 

Alteration  of  Jet  Route  Segments 

On  December  8,  1972,  a  notice  of  pro¬ 
posed  rule  making  (NPRM)  was  pub¬ 
lished  in  the  Federal  Register  (37  FR 
26126)  stating  that  the  Federal  Aviation 
Administration  (FAA)  was  considering 
an  amendment  to  Part  75  of  the  Federal 
Aviation  Regulations  that  would  realign 
Jet  Route  No.  48  between  Westminster, 
Md.,  and  Boston,  Mass.,  and  would  revoke 
Jet  Route  No.  575  from  its  southern  ter¬ 
minus  at  Jet  Route  No.  64  to  Boston, 
Mass. 

Interested  persons  were  afforded  an 
opportunity  to  participate  in  the  pro¬ 
posed  rule  making  through  the  submis¬ 
sion  of  comments.  All  comments  received 
were  favorable. 

In  consideration  of  the  foregoing,  Part 
75  of  the  Federal  Aviation  Regulations 
is  amended,  effective  0901  G.m.t.,  May  24, 
1973,  as  hereinafter  set  forth. 

Section  75.100  (38  FR  681)  is  amended 
as  follows: 

1.  In  Jet  Route  No.  48  “Sparta,  N.J.; 
Putnam,  Conn.;  to  Boston,  Mass.”  is  de¬ 
leted  and  “INT  Westminster  043*  and 
Kennedy,  N.Y.,  252*  radials;  Kennedy; 
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INT  Kennedy  042*  and  Boston,  Mass^ 
252*  radials;  to  Boston.”  Is  substituted 
therefor. 

2.  In  Jet  Route  No.  575  Caption,  “Yard- 
ley,  Pa.”,  Is  deleted  and  “Boston,  Mass.”, 
is  substituted  therefor. 

In  the  text  “Prom  INT  Kennedy,  N.Y., 
247*  and  Robblnsville,  N.J.,  280*  radials; 
via  Kennedy;  INT  Kennedy  042*  and 
Putnam,  Conn.,  247*  radials;  Putnam; 
Boston,  Mass.”;  Is  deleted  and  “Prom 
Boston,  Mass.”;  is  substituted  therefor. 

(Sec.  307(a).  Federal  Aviation  Act  of  1958, 
49  UJS.C.  1348(a);  sec.  6(c),  Department  of 
Transportation  Act,  49  U.S.C.  1655(c)) 

Issued  in  Washington,  D.C.,  on  March 
14,  1973. 

Charles  H.  Newpol, 

Acting  Chief,  Airspace  and 
Air  Traffic  Rules  Division. 
[FR  Doc.73-5339  FUed  3-20-73;8:45  am] 

Title  38 — Pensions,  Bonuses,  and 
Veterans’  Relief 

CHAPTER  I— VETERANS  ADMINISTRATION 

PART  21— VOCATIONAL  REHABILITATION 
AND  EDUCATION 

Combination  Correspondence-Residence 
Programs 

On  page  2337  of  the  Pederal  Register 
of  January  24,  1973,  there  was  published 


a  notice  of  proposed  rule  making  to  add 
S  21.4279  to  make  explicit  the  definition 
of  full-time  training  for  combined  cor¬ 
respondence-residence  programs.  In¬ 
terested  persons  were  given  30  days  in 
which  to  submit  comments,  suggestions, 
or  objections  regarding  the  proposed 
regulatiMi. 

Pursuant  to  such  notice,  written  com¬ 
ments  were  received  from  two  interested 
parties.  These  comments  were  directed 
to  changing  the  law  and  also  referred  to 
programs  of  education  other  than  by  cor¬ 
respondence.  The  proposed  regulation  is 
hereby  adopted  without  change  and  is 
set  forth  below. 

Effective  date.  This  VA  Regulation  is 
effective  March  15, 1973. 

Approved:  March  15,  1973. 

By  direction  of  the  Administrator. 

[seal!  Pred  B.  Rhodes, 

Deputy  Administrator. 

Subpart  D  of  38  CPR  Part  21  Is 
amended  by  adding  a  new  S  21.4279  to 
read  as  follows; 

§  21.4279  Combination  correspondence- 
residence  program. 

(a)  A  program  of  education  may  be 
pursued  partly  in  residence  and  partly 


by  correspondence  for  the  attainment  of 
a  predetermined  and  identified  objective 
under  the  following  conditions; 

(1)  The  correspondence  and  residence 
portions,  are  pursued  sequentially;  that 
is,  not  concurrently. 

(2)  It  is  the  practice  of  the  institution 
to  permit  a  student  to  pursue  a  part  of 
his  coiu'se  by  correspondence  in  partial 
fulfillment  of  the  requirements  for  the 
attainment  of  the  specified  objective. 

(3)  The  total  credit  established  by 
correspondence  does  not  exceed  the 
maximum  for  which  the  institution  will 
grant  credit  toward  the  specified  objec¬ 
tive. 

(b)  The  rate  of  educational  assistance 
allowance  payable  shall  be  computed  as 
set  forth  in  §:  21.4270  and  21.4136(a). 

(1)  The  charges  for  that  portion  of 
the  program  pursued  exclusively  by  cor¬ 
respondence  will  be  in  accordance  with 
S  21.4136(a)  with  1  month  of  entitlement 
charged  for  each  $220  of  cost  reimbursed. 

(2)  The  charges  for  the  residence  por¬ 
tion  of  the  program  must  be  separate 
from  those  for  the  correspondence  por¬ 
tion. 

(FR  Doc.73-5364  FUed  3-20-73;8:45  am] 
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This  section  of  the  FEDERAL  REGiSTER  contains  notices  to  the  pubiic  of  the  proposed  issuance  of  ruies  and  reguiations.  The  purpose  of 
these  notices  is  to  give  interested  persons  an  opportunity  to  participate  in  the  ruie  making  prior  to  the  adoption  of  the  finai  ruies. 


DEPARTMENT  OF  AGRICULTURE 

Agricultural  Stabilizat.'on  and  Conservation 
Service 

[7  CFR  Part  726] 

BURLEY  TOBACCO 

Determination  To  Be  Made  With  Respect  to 

Marketing  Quota  Regulations,  1971-72 

and  Subsequent  Marketing  Years 

Pursuant  to  and  In  accordance  with 
the  Agricultural  Adjustment  Act  of  1938, 
as  amended  (7  U.S.C.  1281  et  seq.),  the 
Department  is  preparing  to  amend  the 
Burley  tobacco  marketing  quota  regula¬ 
tions  pertaining  to  identification  of  kinds 
of  tot^co. 

The  purpose  of  this  document  is  to  give 
notice  of  the  proposed  change  in  the 
regulation. 

Section  726.80  would  be  amended  to 
provide  that  any  tobacco  produced  in 
the  Burley  area  that  is  to  be  marketed 
in  an  area  where  quotas  are  not  in  effect, 
will  be  considered  as  Burley  unless  it  is 
classified  by  a  USDA  inspector  as  an¬ 
other  type  of  tobacco  prior  to  its  re¬ 
moval  from  the  Burley  area. 

Section  726.80  is  amended  to  read  as 
follows: 

§  726.80  Iclonlificution  of  kiniis  of 
tobarro. 

Any  tobacco  that  has  the  same  char¬ 
acteristics  and  corresponding  qualities, 
colors,  and  lengths  of  Burley  tobacco 
shall  be  considered  Burley  tobacco  with¬ 
out  regard  to  any  factors  of  historical  or 
geographical  nature  which  cannot  be  de¬ 
termined  by  examination  of  the  tobacco. 
The  term  “tobacco”  with  respect  to  any 
farm  located  in  an  area  in  which  Burley 
tobacco  as  classified  in  Service  and  Reg¬ 
ulatory  Announcement  No.  118  (Part  30 
of  this  title)  of  the  former  Bureau  of 
Agricultural  Economics  of  the  U.S.  De¬ 
partment  of  Agriculture,  is  normally  pro¬ 
duced  shall  include  all  tobacco,  exclud¬ 
ing  other  kinds  subject  to  marketing 
quotas,  produced  on  a  farm  imless  the 
coimty  committee  with  the  approval  of 
the  State  committee  determines  from 
satisfactory  proof  furnished  by  the  op¬ 
erator  of  the  farm  that  a  part  or  all  of 
such  tobacco  is  certified  by  the  Agricul¬ 
tural  Marketing  Service,  U.S.  Depart¬ 
ment  of  Agriculture,  under  the  Tobacco 
Inspection  Act  (7  U.S.C.  511),  and  regu¬ 
lations  issued  pursuant  thereto,  as  a  kind 
of  tobacco  not  subject  to  marketing 
quotas.  Any  tobacco  produced  in  the  BUr- 
ley  area  that  is  to  be  marketed  in  an 
area  where  quotas  are  not  in  effect,  will 
be  considered  as  Burley  unless  it  is  classi¬ 
fied  by  a  USDA  Inspector  as  another  type 


of  tobacco  prior  to  its  removal  from  the 
Burley  area. 

Prior  to  the  Issuance  of  the  proposed 
change  in  the  regulation,  data,  views  or 
recommendation  pertaining  thereto 
which  are  submitted  to  tne  Director, 
Commodity  Stabilization  Division,  Agri¬ 
cultural  Stabilization  and  Conservation 
Service,  U.S.  Department  of  Agriculture, 
Washington,  D.C.  20250,  will  be  given 
consideration.  To  be  sure  of  considera¬ 
tion,  such  submission  should  be  post¬ 
marked  not  later  than  April  2,  1973.  All 
written  submissions  made  pursuant  to 
this  notice  will  be  made  available  for  pub¬ 
lic  inspection  from  8:15  a.m.  to  4:45  p.m. 
Monday  through  Friday,  in  Room  3629, 
South  Building,  14th  and  Independence 
Avenue,  SW.,  Washington,  D.C. 

Signed  at  Washington,  D.C.  on  March 
15,  1973. 

Kenneth  E.  Frick, 
Administrator,  Agricultural  Sta¬ 
bilization  and  Conservation 
Service. 

(FR  Doc.73-5396  Filed  3-20-73; 8:45  am] 


Agricultural  Marketing  Service 
[  7  CFR  Part  27  ] 

PRICE  QUOTATIONS  AND  DIFFERENCES 
Proposed  Change  in  Base  Quality 

Notice  is  hereby  given,  in  accordance 
with  administrative  procedure  provisions 
in  5  U.S.C.  553,  that  the  Agricultural 
Marketing  Service  is  considering  amend¬ 
ment  of  §§  27.96  and  27.97  of  the  Regu¬ 
lations  for  Cotton  Classification  Under 
Cotton  Futures  Legislation  (7  CFR  Part 
27,  subpart  A)  to  change  the  base  quality 
from  Middling  1  inch  to  Strict  Low  Mid¬ 
dling  IVio  inches,  pursuant  to  authority 
contained  in  the  cotton  futures  provi¬ 
sions  in  sections  4862  and  4863  of  the 
Internal  Revenue  Code  of  1954  (68A  Stat. 
581,  582;  26  U.S.C,  4862,  4863) . 

Statement  of  considerations.  Over  the 
years  it  has  been  necessary  from  time  to 
time  to  change  the  base  quality  used  in 
cotton  price  quotations  because  of 
changes  in  the  qualities  of  cotton  pro¬ 
duced  and  marketed.  In  1939  the  base 
quality  was  changed  from  Middling 
seven-eighths  inch  to  Middling  fifteen- 
sixteenths  inch  and  in  1956  to  the  pres¬ 
ent  Middling  1  inch. 

In  cotton  quotations  work  the  price  or 
quotation  for  the  base  quality  is  deter¬ 
mined  first  and  stated  in  cents  per 
pound.  Differences  are  then  determined 
for  other  qualities  and  are  stated  In 
points  per  pound  (100  points  equals  1 
cent)  as  premiums  and  discounts  on  or 
off  the  base  price.  To  facilitate  the  estab¬ 


lishment  of  a  more  accurate  base  price 
and  provide  more  meaningful  premiums 
and  discounts  the  base  quality  should  be 
a  quality  for  which  price  information  is 
readily  obtainable.  Production  of  the 
current  base  quality.  Middling  1  inch,  has 
amounted  to  less  than  1  percent  of  an¬ 
nual  U.S.  production  since  1961.  In  7  of 
the  last  10  years  the  predominant  quality 
has  been  Strict  Low  Middling  IVtf 
inches. 

Under  the  proposal,  §  27.96  and  para¬ 
graph  (a)  of  §  27.97  would  be  amended 
by  changing  “Middling  1  inch”  wherever 
it  appears  to  read  “Strict  Low  Middling 
l  iV  inches." 

It  is  proposed  that  these  amendments 
would  be  made  effective  August  1,  1973, 
to  coincide  with  the  beginning  of  the  1973 
cotton  marketing  year. 

Any  person  who  wishes  to  submit 
written  data,  views,  or  arguments  con¬ 
cerning  the  proposed  amendments  may 
do  so  by  filing  them  in  duplicate  with 
the  OflBce  of  the  Hearing  Clerk,  U.S. 
Department  of  Agriculture,  Washington, 
D.C.  20250,  not  later  than  April  6,  1973 
All  written  submissions  made  pursuant 
to  this  notice  of  rule  making  shall  be 
made  available  for  public  inspection  in 
said  office  during  regular  business  hours 
in  a  manner  convenient  to  the  public 
business  (7  CFR  1.27). 

Dated:  March  16, 1973. 

John  C.  Blum, 
Acting  Administrator. 

[FR  Doc.73-5348  Filed  3-20-73:8:45  am] 


[  7  CFR  Part  981  ] 

ALMONDS  GROWN  IN  CALIFORNIA 

Notice  of  Additional  Time  for  Filing  of 
Written  Data,  Views,  or  Arguments 

Pxursuant  to  the  provisions  of  the 
marketing  agreement,  as  amended,  and 
Order  No.  981,  as  amended  (7  CFR  Part 
981) ,  regulating  the  handling  of  almonds 
grown  in  California,  a  notice  of  proposed 
rule  making  was  published  in  the  March 
9, 1973,  issue  of  the  Federal  Register  (38 
FTl  6395) ,  regarding  a  proposal  to  permit 
crediting  handlers’  assessment  obliga¬ 
tions  for  advertising  almond  products. 
The  notice  afforded  interested  persons 
opportunity  to  file  written  data,  views,  or 
arguments  with  respect  thereto  by  March 
15,  1973.  Request  for  additional  time  for 
filing  comments  has  been  made.  It  is 
necessary  that  this  request  be  granted 
so  as  to  afford  interested  persons  an  op¬ 
portunity  to  further  consider  the  pro¬ 
posal  and  to  file  written  comment  there¬ 
on. 
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Notice  is  hereby  given  that  additional 
time  is  granted  to  file  written  data,  views, 
or  arguments  on  the  proposal  with  the 
Hearing  Clerk,  U.S.  Department  of  Agri¬ 
culture,  Room  112,  Administration  Build¬ 
ing,  Washington,  D.C.  20250.  Such 
comments  must  be  received  by  the  Hear¬ 
ing  Clerk  by  5  pjn.,  eus.t.,  April  2,  1973. 

All  written  submissions  made  pursuant 
to  this  notice  will  be  made  available  for 
public  Inspection  at  the  office  of  the 
Hearing  Clerk  during  regular  hours  (7 
CFR  1.27(b)). 

Dated;  March  15,  1973. 

Charles  R.  Brader, 
Acting  Deputy  Director,  Fruit 
and  Vegetable  Division.  Agri¬ 
cultural  Marketing  Service. 

[FR  Doc.73-5350  Piled  3-20-73;8:4S  am] 


[7  CFR  Part  1099  ] 

[Docket  No.  AO  183-A28] 

MILK  IN  THE  PADUCAH,  KY.,  MARKETING 
AREA 

Decision  on  Proposed  Amendments  to 
Marketing  Agreement  and  To  Order 

A  public  hearing  was  held  upon  pro¬ 
posed  amendments  to  the  marketing 
agreement  and  the  order  regulating  the 
handling  of  milk  in  the  Paducah,  Ky., 
marketing  area.  The  hearing  was  held, 
pursuant  to  the  provisions  of  the  Agri¬ 
cultural  Marketing  Agreement  Act  of 
1937,  as  amended  (7  U.S.C.  601  et  seq.), 
and  the  applicable  rules  of  practice 
(7  CFR  Part  900),  at  Paducah,  Ky.,  on 
December  12,  1972,  pursuant  to  notice 
thereof  issued  on  November  15,  1972  (37 
FR  24760). 

Upon  the  basis  of  the  evidence  intro¬ 
duced  at  the  hearing  and  the  record 
thereof,  the  Deputy  Administrator,  Reg¬ 
ulatory  Programs,  on  February  13,  1973 
(38  FR  4671),  filed  with  the  Hearing 
Clerk,  UB.  D^>artment  of  Agriculture, 
his  recommended  decision  containing 
notice  of  the  opportunity  to  file  written 
exceptions  thereto. 

The  material  issue,  findings  and  con¬ 
clusions.  ruling,  and  general  findings  of 
the  recommended  decision  are  hereby  ap¬ 
proved  and  adopted  and  are  set  forth  in 
full  herein. 

The  material  Issue  on  the  record  of 
the  hearing  relates  to  the  CHass  I  price. 

Findings  and  Conclusions 

The  following  findings  and  conclusions 
on  the  material  issue  are  based  on  evi¬ 
dence  presented  at  the  hearing  and  the 
record  thereof: 

The  Class  I  price  should  be  the  basic 
formula  price  (Minnesota-Wisconsln 
manufacturing  milk  price)  for  the 
second  preceding  month  plus  $1.70. 

This  formula  will  effect  a  15-cent  re¬ 
duction  in  the  Paducah  Class  I  price, 
which  is  now  determined  by  adding  25 
cents  to  the  St.  Louis-Ozarks  order  Class 
I  price  for  the  same  month.  Under  the 
St.  Louis-Ozarks  order,  the  Class  I  price 
is  the  basic  formula  price  for  the  second 
preceding  month  plus  $1.60.  Unis,  In 
effect,  the  current  Paducah  Class  I  price 
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Is  the  basic  formula  price  for  the  second 
preceding  month  plus  $1.85. 

The  15-cent  Class  I  price  reduction  was 
proposed  by  a  major  handler  in  the  mar¬ 
ket  whose  plant  is  located  at  Paducah, 
Ky.  He  contended  that  the  present  Class 
I  price  ($7.17  per  hundredweight  in 
January  1973)  is  improperly  aligned  with 
Class  I  prices  paid  by  handlers  in  sur¬ 
rounding  Federal  order  markets  and 
that  the  resulting  price  relationships 
place  him  at  a  disadvantage  in  compet¬ 
ing  for  fluid  sales  with  spch  handlers. 

Proponent  competes  for  Class  I  sales 
both  within  and  outside  the  Paducah 
marketing  area  with  handlers  regulated 
vmder  the  St.  Louis-Ozarks,  Central 
Arkansas,  Southern  Illinois,  Memphis. 
Louisville-Lexington-Evansville,  Nash¬ 
ville,  and  Paducah  orders.  Handlers  from 
each  of  these  markets  currently  have 
route  disposition  in  the  Paducah  market¬ 
ing  area.  In  each  of  the  first  10  months 
of  1972,  the  number  of  other  order  plants 
having  regular  route  disposition  in  the 
Paducah  marketing  area  never  fell  below 
12. 

Paducah  handlers  compete  with  these 
same  plants  outside  the  marketing  area. 
To  the  Immediate  north,  in  southern 
Illinois,  Paducah  handlers  compete  with 
handlers  out  of  St.  Louis  where  the  price 
is  25  cents  less  than  the  Paducah  f.o.b. 
market  price  and  with  Indiana  plants 
regulated  under  the  Louisville-Lexing- 
ton-Evansville  order  with  a  36-cent  lesser 
price.  They  also  compete  with  a  Southern 
Illinois  regulated  plant  located  at 
Harrisburg,  IlL  The  Class  I  price  at  the 
Harrisburg  plant  is  also  25  cents  less 
than  the  Paducsdi  Class  I  price. 

Similarly,  to  the  west  of  the  market¬ 
ing  area  in  southeastern  Missouri,  pro¬ 
ponent  competes  with  St.  Louis-based 
handlers.  Proponent  also  competes  with 
a  St.  Louis  regulated  handler  whose  plant 
is  located  at  Cape  Girardeau,  Mo.  At  the 
present  time,  the  price  at  Cape  Girar¬ 
deau  is  10  cents  less  than  the  Paducah 
Class  I  price.  However,  official  notice  is 
taken  that  the  Assistant  Secretary  has 
determined  in  a  decision  issued  February 
8,  1973,  that  the  St.  Louis-Ozarks  Class  I 
price  applicable  at  Cape  Girardeau  be 
reduced  8  cents.  This  would  result  in  the 
Cape  Girardeau  plant  having  an  18-cent 
lesser  price  than  Paducah  handlers. 

To  the  east  of  the  Paducah  marketing 
area.  Paducah  handlers  compete  with 
handlers  regulated  vmder  the  Louisville- 
Lexington-Evansville  and  Nashville 
orders  where  lower  prices  likewise  apply. 

The  Paducah  marketing  area  is  lo¬ 
cated  in  a  predominantly  agricultural 
region.  Milk  production  in  and  around 
the  market  substantially  exceeds  the 
market’s  fluid  requirements.  Neighbor¬ 
ing  fluid  milk  markets  also  draw  milk 
from  the  same  region.  The  plants  of 
Paducah  regulated  handlers  are  scat¬ 
tered  through  the  mllkshed  in  close 
proximity  to  the  farm  supply.  Farm  to 
plant  hauling  costs  are  generally  less, 
when  milk  is  delivered  to  Paducah  regu¬ 
lated  plants,  thsm  when  delivered  to 
plants  in  surrounding  markets.  Hence,  it 
is  clear  that  a  price  substantially  higher 
than  in  surrounding  markets  is  not  neces¬ 


sary  to  maintain  an  adequate  supply  for 
the  Paducah  market. 

Price  alignment  among  regulated  mar¬ 
kets  where  intermarket  handler  competi¬ 
tion  occurs  can  be  an  important  factor 
affecting  market  stability  for  producers 
supplying  a  given  market.  Handlers  regu¬ 
lated  under  an  order  providing  for  a 
Class  I  price  greatly  exceeding  the  min¬ 
imum  prices  required  of  competing  han¬ 
dlers  under  other  orders  are  in  less  favor¬ 
able  p>osition  to  retain  or  expand  Class  I 
sales.  Producers  supplying  the  former 
therefore  could,  as  a  result  of  an  order 
price  requirement,  face  a  possible  loss  of 
Class  I  market  and  disorderly  marketing 
conditions.  The  potential  for  such  dis¬ 
ruptive  conditions  in  this  area  has  in¬ 
creased  in  recent  years  as  handlers  vmder 
milk  orders  in  the  region  have  begun 
servicing  large  volume  aocovmts  for  var- 
iovis  t3i>es  of  retail  outlets,  including  su¬ 
permarket  and  convenience  store  chains, 
with  less  home  delivery  of  milk.  Many 
of  these  accovmts  are  serviced  on  a  con¬ 
tract  basis  and  may  shift  from  one  han¬ 
dler  to  another,  or  from  one  market  to 
another,  on  the  expiration  of  a  contract. 

It  is  quite  possible  vmder  today’s  con¬ 
ditions  that  the  shift  of  a  single  such  con¬ 
tract  from  a  handler  regulated  vmder  one 
order  to  a  handler  regulated  vmder  a 
different  order  may  leave  producers  svip- 
plying  the  former  handler  with  a  cimsid- 
erable  amovmt  of  milk  for  which  there 
is  no  fluid  outlet  ’This  could  have  serious 
adverse  impact  on  producer  prices,  par¬ 
ticularly  in  a  market  such  as  Paducah.  A 
closer  alignment  of  prices  in  this  location 
will  provide  a  reasonable  basis  for  inter- 
market  competition  for  Class  I  sales  in¬ 
sofar  as  producer  prices  affect  such  com¬ 
petition,  and  consequent  all(x;ation  of 
Class  I  sales  among  dairy  farmers  in  the 
region  serving  Paducah  and  competing 
markets. 

’That  Paducah  handlers  have  had  some 
difficulty  competing  for  fluid  sales  is 
evident  from  the  fact  that  Class  I  sales 
in  the  Paducah  marketing  area  from 
plants  regulated  vmder  svirrovmding 
orders  have  Increased  significantly  over 
the  past  3  years.  ’These  sales  Increased  by 
approximately  12  percent  between  1969 
and  1970  and  by  an  additional  10.5  per¬ 
cent  between  1970  and  1971.  ’This  trend 
continued  through  1972.  In  9  of  the 
first  10  months  of  1972,  sales  in  the 
Paducah  marketing  area  from  plants  lo¬ 
cated  vmder  other  orders  exceeded  those 
of  the  corresponding  month  of  1971.  Con¬ 
versely,  in  both  1970  and  1971,  the  vol¬ 
ume,  as  well  as  the  percentage,  of  pro¬ 
ducer  milk  vmder  the  Paducah  order 
utilized  in  Class  I  declined  from  the 
previous  year. 

Althovigh  the  nvimber  of  producers  for 
the  Paducah  market  decreased  signifi¬ 
cantly  in  the  latter  part  of  1972,  this 
decrease  does  not  indicate  necessarily 
any  inadequacy  of  supplies  for  the  mar¬ 
ket.  Virtually  all  milk  supplied  to  the 
Paducah  market  is  marketed  through  a 
regional  cooperative  association  that  also 
carries  on  similar  operations  in  neigh¬ 
boring  markets.  It  can  adjust  supplies 
on  the  Paducah  market  by  shifting  pro¬ 
ducers  vmder  its  regional  marketing  pro¬ 
gram  to  other  markets  that  maintain 
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manufacturing  facilities  and  can  handle 
supplies  not  required  by  Paducah 
hsuidlers. 

There  were  no  opposing  briefs  filed  by 
producers  for  the  Paducah  market  or  by 
Paducah  regulated  handlers. 

A  proprietary  handler  operating  a 
plant  at  Paragould,  Ark.,  and  regulated 
under  the  Central  Arkansas  order  op¬ 
posed  the  Class  I  price  reduction  in  a 
brief  filed  subsequent  to  the  hearing.  The 
handler  contended  that  a  price  reduction 
of  this  magnitude  would  affect  adversely 
his  ability  to  compete  for  fluid  milk  sales. 
He  proposed  that  any  Class  I  price  de¬ 
crease  made  as  a  result  of  this  proceed¬ 
ing  should  not  exceed  7  cents. 

Although  the  Class  I  price  reduction 
adopted  herein  will  not  have  the  same 
effect  in  each  competitive  situation,  the 
competitive  circumstances  described 
above  warrant  such  a  reduction.  There 
is  no  Indication  from  the  evidence  pre¬ 
sented  at  the  hearing  that  Paducah  han¬ 
dlers,  as  a  result  of  this  action,  will  have 
any  significant  competitive  advantage 
over  handlers  regulated  by  surrounding 
orders. 

In  a  brief  filed  on  behalf  of  a  coopera¬ 
tive  association  with  member  producers 
in  several  of  the  order  markets  surround¬ 
ing  the  Paducah  market,  it  was  argued 
that  a  misalignment  of  price  in  this  sev¬ 
eral-market  region  should  not  be  cor¬ 
rected  by  reducing  the  Class  I  price,  but 
rather  by  increasing  the  Class  I  price  in 
other  order  markets.  The  cooperative 
consequently  opposed  any  change  in  the 
Paducah  Class  I  price  at  this  time. 

There  is  insufficient  evidence  in  the 
record  that  increases  in  the  Class  I  price 
levels  for  the  surrounding  markets  rela¬ 
tive  to  Paducah  are  needed  at  this  time. 
The  evidence  does  indicate,  however,  that 
the  Paducah  Class  I  price  exceeds  the 
level  needed  to  maintain  an  adequate 
supply  and  to  Insure  orderly  marketing 
for  producers  in  view  of  competitive  con¬ 
ditions  in  and  around  the  Paducah 
market. 

It  is  concluded  therefore  that  a  reduc¬ 
tion  in  the  Paducah  Class  I  price  is  ap¬ 
propriate  to  Improve  the  relationship  of 
the  Class  I  prices  in  this  region  for  the 
reasons  stated  above  and  thereby  will 
promote  orderly  marketing  in  the  Padu¬ 
cah  market. 

Rulings  on  Proposed  Findings  and 
Conclusions 

Briefs  and  proposed  findings  and  con¬ 
clusions  were  filed  on  behalf  of  certain 
Interested  parties.  These  briefs,  proposed 
findings  and  conclusions  and  the  evi¬ 
dence  in  the  record  were  considered  in 
making  the  findings  and  conclusions  set 
forth  above.  To  the  extent  that  the  sug¬ 
gested  findings  and  conclusions  filed  by 
Interested  parties  are  inconsistent  with 
the  findings  and  conclusions  set  forth 
herein,  the  requests  to  make  such  find¬ 
ings  or  reach  such  conclusions  are  denied 
for  the  reasons  previously  stated  in  this 
decision. 

General  Findings 

The  findings  and  determinations  here¬ 
inafter  set  forth  are  supplementary  and 


In  addition  to  the  findings  and  determi¬ 
nations  previously  made  in  connection 
with  the  issuance  of  the  aforesaid  order 
and  of  the  previously  Issued  amend¬ 
ments  thereto*,  and  all  of  said  previous 
findings  and  determinations  are  hereby 
ratified  and  affirmed,  except  Insofar  as 
such  findings  and  determinations  may 
be  in  conflict  with  the  findings  and  de¬ 
terminations  set  forth  herein. 

(a)  The  tentative  marketing  agree¬ 
ment  and  the  order,  as  hereby  proposed 
to  be  amended,  and  all  of  the  terms  and 
conditions  thereof,  will  tend  to  effectuate 
the  declared  policy  of  the  Act ; 

(b)  The  parity  prices  of  milk  as  de¬ 
termined  pursuant  to  section  2  of  the  Act 
are  not  reasonable  in  view  of  the  price 
of  feeds,  available  supplies  of  feeds,  and 
other  economic  conditions  which  affect 
market  supply  and  demand  for  milk  in 
the  marketing  area,  and  the  minimum 
prices  specified  in  the  tentative  market¬ 
ing  agreement  and  the  order,  as  hereby 
proposed  to  be  amended,  are  such  prices 
as  will  reflect  the  aforesaid  factors,  in¬ 
sure  a  sufficient  quantity  of  pure  and 
wholesome  milk,  and  be  in  the  public 
interest;  and 

(c)  The  tentative  marketing  agree¬ 
ment  and  the  order,  as  hereby  proposed 
to  be  amended,  wUl  regulate  the  handling 
of  milk  in  the  same  manner  as,  and  will 
be  applicable  only  to  persons  in  the  re¬ 
spective  classes  of  industrial  and  com¬ 
mercial  activity  specified  in,  a  marketing 
agreement  upon  which  a  hearing  has 
been  held. 

Rulings  on  Exceptions 

No  exceptions  were  filed.  A  document 
supporting  the  recommended  decision 
was  filed  by  proponent. 

Marketing  Agreement  and  Order 

Annexed  hereto  and  made  a  part 
hereof  are  two  dociunents,  a  Marketing 
Agreement  regulating  the  handling  of 
milk,  and  an  Order  amending  the  order 
regulating  the  handling  of  milk  in  the 
Paducah,  Ky.,  marketing  area  which 
have  been  decided  upon  as  the  detailed 
and  appropriate  means  of  effectuating 
the  foregoing  conclusions. 

It  is  hereby  ordered.  That  this  entire 
decision,  except  the  attached  marketing 
agreement,  be  published  in  the  Federal 
Register.  The  regulatory  provisions  of 
the  marketing  agreement  are  Identical 
with  those  contained  in  the  order  as 
hereby  proposed  to  be  amended  by  the 
attached  order  which  is  published  with 
this  decision. 

Determination  of  Producer  Approval 
and  Representative  Period 

January  1973  is  hereby  determined  to 
be  the  representative  period  for  the  pur¬ 
pose  of  ascertaining  whether  the  issu¬ 
ance  of  the  order,  as  amended  and  as 
hereby  proposed  to  be  amended,  regulat¬ 
ing  the  handling  of  milk  in  the  Paducah. 
Ky.,  marketing  area  is  approved  or 
favored  by  producers,  as  defined  imder 
the  terms  of  the  order  (as  amended  and 
as  hereby  proposed  to  be  amended) ,  who 
during  such  representative  period  were 
engaged  in  the  production  of  milk  for 


sale  within  the  aforesaid  marketing 
area. 

Signed  at  Washington,  D.C.,  on 
March  15, 1973. 

Clayton  Yeutter, 
Assistant  Secretary. 

Order  ^  Amending  the  Order,  Regulating 

THE  Handling  op  Milk  in  the  Paducah, 

Ky.,  Marketing  Area. 

findings  and  determinations 

The  findings  and  determinations  here¬ 
inafter  set  forth  are  supplementary  and 
in  addition  to  the  findings  and  deter¬ 
minations  previously  made  in  connection 
with  the  Issuance  of  the  aforesaid  ordei 
and  of  the  previously  issued  amendments 
thereto;  and  all  of  said  previous  findings 
and  determinations  are  hereby  ratified 
and  affirmed,  except  insofar  as  such  find¬ 
ings  and  determinations  may  be  in  con¬ 
flict  with  the  findings  and  determina¬ 
tions  set  forth  herein. 

(a)  Findings.  A  public  hearing  was 
held  upon  certain  proposed  amendments 
to  the  tentative  marketing  agreement 
and  to  the  order  regulating  the  handling 
of  milk  in  the  Paducah,  Ky.,  marketing 
area.  The  hearing  was  held  pursuant  to 
the  provisions  of  the  Agricultural  Mar¬ 
keting  Agreement  Act  of  1937,  as 
amended  (7  U.S.C.  601  et  seq.) ,  and  the 
applicable  rules  of  practice  and  proce¬ 
dure  (7  CFR  Part  900) . 

Upon  the  basis  of  the  evidence  intro¬ 
duced  at  such  hearing  and  the  record 
thereof,  it  is  found  that: 

(1)  The  said  order  as  hereby  amended, 
and  all  of  the  terms  and  conditions 
thereof,  will  tend  to  effectuate  the  de¬ 
clared  policy  of  the  Act; 

(2)  The  parity  prices  of  milk,  as  de¬ 
termined  pursuant  to  section  2  of  the 
Act,  are  not  reasonable  in  view  of  the 
price  of  feeds,  available  supplies  of  feeds, 
and  other  economic  conditions  which  af¬ 
fect  market  supply  and  demand  for  milk 
in  the  said  marketing  area,  and  the  mini¬ 
mum  prices  specified  in  the  order  as 
hereby  amended,  are  such  prices  as  will 
refiect  the  aforesaid  factors,  insure  a 
sufficient  quantity  of  pure  and  whole¬ 
some  milk,  and  be  in  the  public  interest: 
and 

(3)  The  said  order  as  hereby  amended 
regulates  the  handling  of  milk  in  the 
same  manner  as,  and  is  applicable  only  to 
persons  in  the  respective  classes  of  indus¬ 
trial  or  commercial  activity  specified  in, 
a  marketing  agreement  upon  w'hich  a 
hearing  has  been  held. 

Order  relative  to  handling.  It  is  there¬ 
fore  ordered  that  on  and  after  the  effec¬ 
tive  date  hereof  the  handling  of  milk  in 
the  Paducah,  1^.,  marketing  area  shall 
be  in  conformity  to  and  in  compliance 
with  the  terms  and  conditions  of  the 
order,  as  amended,  and  as  hereby 
amended,  as  follows: 


1  This  order  shall  not  become  effective  un¬ 
less  and  until  the  requirements  of  S  900.14 
of  the  rules  of  practice  and  procedure  gov¬ 
erning  proceedings  to  formulate  marketing 
agreements  and  marketing  orders  have  been 
met. 
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The  provisions  of  the  proposed  mar¬ 
keting  agreement  and  order  amending 
the  order  contained  in  the  recommended 
decision  issued  by  the  Deputy  Adminis¬ 
trator,  Regulatory  Programs,  on  Febru¬ 
ary  13,  1973,  and  published  in  the  Fed¬ 
eral  Register  on  February  20,  1973  (38 
FR  4671) ,  shall  be  and  are  the  terms  and 
provisions  of  this  order,  amending  the 
order,  and  are  set  forth  in  full  herein: 

In  §  1099.51,  paragraph  (a)  is  revised 
as  follows: 

§  1099.31  Class  prices. 

•  •  •  •  # 

(a)  Class  I  price.  The  Class  I  price 
shall  be  the  basic  formula  price  for  the 
second  preceding  month  plus  $1.70. 

•  •  •  •  • 

[FR  Doc.73-5349  Piled  3-20-73;8:45  am] 


[7  CFR  Part  1125] 

(Docket  No.  AO  226- A25] 

MILK  IN  THE  PUGET  SOUND.  WASH.. 

MARKETING  AREA 

Extension  of  Time  for  Filing  Exceptions  to 
Recommended  Decision  on  Proposed 
Amendments  to  Marketing  Agreement 
and  Oixler 

Notice  is  hereby  given  that  the  time 
for  filing  exceptions  to  the  recommended 
decision  with  respect  to  the  proposed 
amendments  to  the  tentative  marketing 
agreement  and  to  the  order  regulating 
the  handling  of  milk  in  the  Puget  Soimd, 
Wash.,  marketing  area,  which  was  issued 
February  26,  1973  (38  FR  5882),  is  hereby 
extended  to  April  2, 1973. 

This  notice  is  issued  pursuant  to  the 
provisions  of  the  Agricultural  Marketing 
Agreement  Act  of  1937  as  amended  (7 
U.S.C.  601  et  seq.),  and  the  applicable 
rules  of  practice  and  procedure  govern¬ 
ing  the  formulation  of  marketing  agree¬ 
ments  and  marketing  orders  (7  C7FR  Part 
900). 

Signed  at  Washington,  D.C.,  on  March 
15,  1973. 

John  C.  Blum, 
Deputy  Administrator, 
Regulatory  Programs. 
[FR  Doc.73-5395  Piled  3-20-73:8:45  am] 


Animal  and  Plant  Health  Inspection  Service 
[9  CFR  Parts  317,  381] 

PROHIBITIONS  AND  REQUIREMENTS  FOR 
LABELS  AND  CONTAINERS 

Open  Dating 

Pursuant  to  the  authority  conferred 
by  the  Federal  Meat  Inspection  Act  (34 
Stat.  1260,  as  amended;  21  U.S.C.  601 
et  seq.)  and  by  the  Poultry  Products  In¬ 
spection  Act  (71  Stat.  441,  as  amended; 
21  U.S.C.  451  et  seq.)  and  delegated  In 
37  PR  28464  and  28477,  notice  Is  hereby 
given  in  accordance  with  the  administra¬ 
tive  procedures  provisions  in  5  UJ5.C.  553 


that  the  Animal  and  Plant  Health  In¬ 
spection  Service  is  considering  amending 
Part  317  of  the  meat  inspection  regula¬ 
tions  and  Part  381 — siUipart  N  of  the 
poultry  products  Inspection  regulations 
(9  CFR  Parts  317  and  381)  to  require  an 
explanation  of  the  meaning  of  any  date 
shown  on  the  labeling  of  a  meat  or 
poultry  product. 

Statement  of  considerations.  For  many 
years  meat  and  poultry  processors  have 
been  using  clos^  date  codes  on  their 
products  to  advise  retailers  of  the  time 
they  felt  products  would  remain  in  a  con¬ 
dition  suitable  for  sale.  The  Department 
offered  no  objection  to  the  practice  pro¬ 
vided  the  date  shown  on  the  labeling 
was  a  closed  code. 

Lately  some  processors  have  been  plac¬ 
ing  open  dates  on  the  labeling  of  meat 
and  poultry  products  without  prior  ap¬ 
proval  by  the  Department.  These  firms 
have  classified  products  into  several  cate¬ 
gories  and  assigned  an  open  date  to  be 
shown  on  the  package.  (Generally,  these 
open  dates  identify  the  date  of  packag¬ 
ing.  the  last  date  the  product  should  be 
consumed,  or  the  date  to  remove  the 
product  from  sale.  Showing  a  date,  with¬ 
out  a  clear  explanation  with  respect  to 
its  meaning,  may  render  the  labeling  to 
be  false  or  misleading  to  the  consiuner. 
This  would  be  in  conflict  with  the  mis¬ 
branding  provision  of  both  the  Federal 
Meat  Inspection  Act  and  the  Poultry 
Products  Inspection  Act.  Both  Acts  apply 
the  term  “misbranded”  to  any  such  arti¬ 
cle  if,  among  other  things,  its  labeling  is 
false  or  misleading  in  any  particular. 

Consumer  representatives  have  been 
advocating  open  dating  of  foods.  They  all 
agree  that  the  open  dating  is  in  the  inter¬ 
est  of  consumers.  However,  they  are  not 
in  full  agreement  with  respect  to  whether 
the  date  should  represent  the  packaging 
date,  or  the  last  date  the  product  should 
be  consumed  or  removed  from  sale. 

In  proposing  the  following  amendment 
the  Department  wishes  to  determine  the 
consumers’  reaction  to  such  labeling  and 
what  he  or  she  would  normally  expect 
such  dating  to  mean. 

Therefore,  It  Is  proposed  to  amend 
§  317.8(b)  of  the  meat  inspection  regula¬ 
tions  (9  CFR  Part  317)  by  adding  a  fol¬ 
lowing  new  subparagraph  (32) . 

§  317.8  False  or  misleading  labeling  or 
prarlires  generally;  specific  prohibi¬ 
tions  and  requirements  for  labels  and 
containers. 

*  •  •  •  • 

(b)  •  •  * 

(32)  When  a  calendar  date  is  shown 
on  the  labeling  it  shall  be  further  quali¬ 
fied  by  a  statement  explaining  the  mean¬ 
ing  of  the  date  immediately  adjacent  to 
the  open  date.  Any  qualifying  statement 
used  in  conjunction  with  the  open  date 
shall  be  approved  by  the  Administrator 
as  present)^  in  S  317.4.  If  the  date  refers 
to  the  continued  wholesomeness  of  the 
product  within  the  time  period  of  the 
open  date,  the  manufacturer  shall  fur¬ 
nish  adequate  test  data  and  control  of  the 


product  under  normal  marketing  condi¬ 
tions  to  justify  the  date  and  statement.' 

Further,  it  is  proposed  to  amend  §  381.- 
129  of  the  poultry  products  ins(>ectlon 
regulations  (9  CFR  Part  381,  Subpart  N) 
by  adding  a  following  new  paragraph  (c) . 

§  381.129  False  or  misleading  labiding 
or  containers. 

•  •  *  •  • 

(c)  When  a  calendar  date  is  shown  on 
the  labeling  it  shall  be  further  quali¬ 
fied  by  a  statement  explaining  the  mean¬ 
ing  of  the  date  immediately  adjacent  to 
the  open  date.  Any  qualifying  statement 
used  in  conjunction  with  the  open  date 
shall  be  approved  by  the  Administrator 
as  prescribed  in  §  381.132  of  this  part, 
ir  the  date  refers  to  the  continued  whole¬ 
someness  of  the  product  within  the  time 
period  of  the  open  date,  the  processor 
shall  furnish  adequate  test  data  and  con¬ 
trol  of  the  product  under  normal  mar¬ 
keting  conditions  to  justify  the  date  and 
statement. 

Any  person  who  wishes  to  submit  writ¬ 
ten  data,  views,  or  argiunents  concerning 
the  proposed  amendments  may  do  so  by 
filing  them,  in  duplicate,  with  the  Hear¬ 
ing  Clerk,  U.S.  liepartment  of  Agricul¬ 
ture,  Washington,  D.C.  20250,  before 
May  22,  1973. 

Persons  desiring  opportunity  for  oral 
presentation  of  views  should  address  such 
requests  to  the  Labels  and  Packaging 
Staff,  Scientific  and  Technical  Services, 
Meat  and  Poultry  Inspection  Service,  U.S. 
Department  of  Agriculture,  Washington, 
D.C.  20250,  so  that  arrangements  may  be 
made  for  such  oral  presentations  not 
later  than  the  date  specified  in  the  pre¬ 
ceding  paragraph.  A  record  will  be  made 
of  all  view's  orally  presented. 

All  written  submissions  and  records  of 
oral  view's  made  pursuant  to  this  notice 
wdll  be  made  available  for  public  insr>ec- 
tion  unless  the  person  makes  the  sutenis- 
slon  to  the  Staff  Identified  in  the  preced¬ 
ing  paragraph  and  requests  that  it  be 
held  confidential.  A  determination  will 
be  made  whether  a  proper  showing  in 
support  of  the  request  has  been  made  on 
the  grounds  that  its  disclosure  could  ad¬ 
versely  affect  such  person  by  disclosing 
information  in  the  nature  of  trade  secrets 
or  commercial  or  financial  information 
obtained  from  any  person  and  privileged 
or  confidential.  If  it  is  determined  that 
a  proper  showing  has  been  made  in  sup¬ 
port  of  the  request,  the  material  will  be 
held  confidential;  otherwise,  notice  will 
be  given  of  denial  of  such  a  request  and 
an  opportunity  afforded  for  withdrawal 
of  the  submission.  Requests  for  confiden¬ 
tial  treatment  will  be  held  CMifidential 
(7  CFR  127(c)). 

Comments  on  the  proposal  should  bear 
a  reference  to  the  date  and  page  number 
of  this  issue  of  the  Federal  Register. 

Done  at  Washington,  D.C.,  on  March 
15, 1973. 

F.  J.  Mulhern, 
Administrator,  Animal  and 
Plant  Health  Inspection  Service. 

[FR  Doc.73-5351  Piled  3-20-73;8;45  am] 
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Farmers  Home  Administration 
[  7  CFR  Parts  1806,  1863  ] 

[FHA  Instructions  425.1,  426.1] 

REAL  PROPERTY  INSURANCE  AND  REAL 
ESTATE  TAX  SERVICING 

Insurance  and  Tax  Requirements 

Notice  is  hereby  given  that  the  Farm¬ 
ers  Home  Administration  (FHA)  has 
imder  consideration  a  proposal  to  amend 
the  insurance  and  tax  requirements  on 
real  property  .securing  the  Interest  of 
FHA  in  connection  with  Farm  Ownership 
(FO) ,  Rural  Housing  (RH) ,  Labor  Hous¬ 
ing  (LH),  Rural  Rental  Housing  (RRH), 
Other  Real  Estate  (ORE) ,  Soil  and  Water 
(SW) ,  Domestic  Water  (D) ,  Waste  Dis¬ 
posal  (W) ,  Grazing  Association  (G) ,  Site 
Development  (SD),  Recreation  (R), 
Emergency  (EM) ,  Operating  (OL) ,  Tim¬ 
ber  Development  (TD),  and  Resource 
Conservation  and  Development  (RCD) 
loans  secured  by  real  estate  mortgages. 
The  proposal  to  amend  the  Insiu-ance  re¬ 
quirements  involves  §§  1806.2(f),  1806.4 

(a)  (2) ;  and  1806.6  in  its  entirety;  the 
proposal  to  amend  the  tax  requirements 
Involves  only  §  1863.4. 

As  proposed,  the  major  policy  changes 
Involving  insurance  and  tax  requirements 
on  real  property  seeming  the  interest  of 
FHA  loans  secured  by  real  estate  mort¬ 
gages  are  summarized  as  follows: 

1.  Require  all  new  or  renewal  insurance 
policies  to  contain  an  automatic  renewal 
clause  with  provisions  substantially  as 
follows:  “This  policy  will  be  automati¬ 
cally  extended  for  successive  terms  at 
expiration  of  the  original  term  and  of 
each  extension  thereof,  upon  payment  of 
renewal  premium.  It  is  a  condition  of  this 
policy  that  if  the  policy  expires  or  is 
canceled  for  nonpasmient  of  premium,  or 
for  any  other  reason,  it  will  remain  in 
effect  for  30  days  after  the  mortgagee  is 
notified  by  registered  mail.” 

2.  Contract  with  one  insmance  com¬ 
pany  to  provide  a  1-year  insurance  policy, 
upon  notification  by  FHA,  for  any  mort¬ 
gagor  who  fails  to  secure  and/or  pay  for 
acceptable  coverage.  The  cost  of  such  in¬ 
surance  plus  a  service  fee  will  be  charged 
to  the  mortgagor’s  accoimt. 

3.  (Contract  for  a  delinquent  tax  report¬ 
ing  service  which  provides  for  the  con¬ 
tractor  to  notify  FHA  when  taxes  are  de¬ 
linquent  on  any  real  property  securing 
the  Interest  of  FHA.  Upon  notification  of 
a  tax  delinquency,  FHA  will  contact  the 
mortgagor  to  arrange  for  payment.  If  the 
mortgagor  is  unable  to  pay  the  tax,  FHA 
will  pay  the  tax  and  charge  the  amoimt 
paid  plus  a  service  fee  to  the  mortgagor’s 
accoimt. 

Interested  persons  are  invited  to  sub¬ 
mit  written  comments,  suggestions,  or 
objections  regarding  the  proposed 
amendment  to  the  Deputy  Administrator 
Comptroller,  Farmers  Home  Administra¬ 
tion,  U.S,  Department  of  Agriculture, 
Room  5007,  South  Building,  Washington, 
D.C.  20250,  on  or  before  April  20,  1973. 
All  written  submissions  made  pursuant 
to  this  notice  will  be  made  available  for 
public  inspection  at  the  Office  of  the 
E>eputy  Administrator  Comptroller  dur- 
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ing  regular  business  hours  (8:15  a.m.  to 
4:45  p.m.) 

(Sec.  339,  75  Stat.  318,  7  U.S.C.  1989;  sec.  510, 
63  Stat.  437,  42  U.S.C.  1480;  sec.  4,  64  Stat. 
100,  40  U.S.C.  442;  sec.  301,  80  Stat.  379,  6 
U.S.C.  301;  Orders  of  Acting  Secretary  of 
Agriculture,  36  FR  21529,  37  FR  22008;  and 
Order  of  Assistant  Secretary  of  Agriculture 
for  Rural  Development  and  Conservation,  36 
FR  21529.) 

Dated:  March  14, 1973. 

Darrel  A.  Dunn, 
Associate  Administrator, 
Farmers  Home  Administration. 
[FR  Doc.73-5354  Filed  3-20-73:8:45  am] 


[  7  CFR  Part  1823  ] 

[FHA  Instruction  442.11] 

LOANS  TO  INDIAN  TRIBES  AND  TRIBAL 
CORPORATIONS 

Notice  of  Proposed  Rule  Making 

Notice  is  hereby  given  that  the  Farm¬ 
ers  Home  Administration  has  under  con¬ 
sideration  a  proposed  amendment  to 
Subchapter  B,  Loans  and  Grants  Pri¬ 
marily  for  Real  Estate  Purposes  by  add¬ 
ing  a  new  Subpart  N  to  Part  1823,  Associ¬ 
ation  Loans  and  Grants — Community 
Facilities,  Development,  Conservation, 
Utilization.  This  new  Subpart  N,  Loans 
to  Indian  Tribes  and  Tribal  Corpora¬ 
tions,  provides  regulations  for  making 
loans  to  Indian  tribes  or  tribal  corpora¬ 
tions  for  land  acquisition. 

Interested  persons  are  invited  to  sub¬ 
mit  written  comments,  suggestions,  or 
objections  regarding  the  proposed 
amendment  to  the  Deputy  Administra¬ 
tor  Comptroller,  Farmers  Home  Admin¬ 
istration,  U.S.  Department  of  Agricul¬ 
ture,  Room  5007,  South  Building,  Wash¬ 
ington,  D.C.  20250,  on  or  before  April  20, 
1973.  All  written  submissions  made  pur¬ 
suant  to  this  notice  will  be  made  avail¬ 
able  for  public  inspection  at  the  Office  of 
the  Deputy  Administrator  Comptroller 
during  regular  business  hours  (8:15  a.m.- 
4:45  p.m.). 

As  proposed,  the  new  Subpart  N  will 
read  as  follows: 

Subpart  N — Loans  to  Indian  Tribes  and  Tribal 
Corporations 

Sec. 

1823.401  General. 

1823.402  Supplementing  regulations. 

1823.403  Eligibility. 

1823.404  Loan  purposes. 

1823.405  Loan  limitations. 

1823.406  Land  rights. 

1823.407  Title  clearance. 

1823.408  Special  conditions. 

1823.409  Security. 

1823.410  Loan  approval  authority. 

1823.411  Purchase  price. 

1823.412  Appraisals. 

1823.413  CivU  rights. 

1823.414  Review  by  National  Office. 

1823.415  Docket  forms. 

1823.416  State  requirements. 

1823.417  Check  request  and  loan  closing. 

1823.418  Loan  supervision  and  servicing. 

Authoritt:  Sec.  339,  75  Stat.  318,  7  U.S.C. 
1989;  sec.  301, 80  Stat.  379,  5  U.S.C.  301;  orders 
of  the  Acting  Secretary  of  Agriculture,  36  FR 
21529,  37  FR  22008 
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Subpart  N — Loans  to  Indian  Tribes  and 
Tribal  Corporations 

§  1823.401  General. 

This  subpart  provides  policies  and  pro¬ 
cedures  applicable  to  the  making  of  ini¬ 
tial  and  subsequent  insured  loans  to  In¬ 
dian  tribes  or  tribal  corporations  for  the 
acquisition  of  land  (including  interests 
therein)  within  the  reservation  or  com¬ 
munity.  Whether  lands  lie  within  a  tribal 
reservation  or  commimity  under  this  sub¬ 
part  will  be  determined  by  the  Secretary 
of  the  Interior  or  his  authorized  repre¬ 
sentative.  Indian  tribes  or  tribal  corpo¬ 
rations  are  not  tax-exempt  public  bod¬ 
ies  as  defined  in  §  1823.252(a)  (7) . 

§  1823.402  Supplementing  regulations. 

Except  for  provisions  inconsistent  with 
this  subpart.  Subpart  I  applies  to  loans 
under  this  subpart,  including  in  particu¬ 
lar  the  provisions  regarding  repayment 
terms  and  deferred  payments  and  pro¬ 
fessional  seiTices, 

§  1823.403  Eligibility. 

(a)  Eligibility  for  such  a  loan  is  lim¬ 
ited  to  any  Indian  tribe  recognized  by  the 
Secretary  of  the  Interior  or  tribal  cor¬ 
poration  established  pursuant  to  the  In¬ 
dian  Reorganization  Act  (hereinafter 
referred  to  as  the  tribe  or  the  applicant) 
which  does  not  have  adequate  uncom¬ 
mitted  funds  to  acquire  land  or  an  in¬ 
terest  therein  in  an  area,  as  determined 
by  the  Secretary  of  the  Interior  located 
within : 

(1)  The  tribe’s  reservation. 

(2)  A  community  in  Alaska  incorpo¬ 
rated  by  the  Secretary  of  the  Interior 
pursuant  to  the  Indian  Reorganization 
Act  (hereinafter  also  referred  to  as  the 
reservation) . 

(b)  The  applicant  must  be  unable  to 
obtain  sufficient  credit  elsewhere  at  rea¬ 
sonable  rates  and  terms  to  finance  the 
proposed  land  acquisition. 

(c)  The  proposed  land  acquisition 
must  show  reasonable  prospects  of  suc¬ 
cess  in  the  form  of: 

(1)  A  feasible  plan  for  the  use  of  the 
land  acquired. 

(2)  Satisfactory  evidence  of  financial 
ability  to  develop  and  operate  the  land. 

(3)  A  satisfactory  management  plan. 

§  1823.404  Loan  purposes. 

Loan  funds  may  be  used  by  the 
applicant : 

(a)  To  acquire  lands  or  interest  there¬ 
in  within  the  reservation  for  use  of  the 
applicant  or  its  members,* such  as  for: 

(1)  Lease  to  tribal  members  or  others 
for  dwelling,  farming,  grazing,  or  other 
purposes  so  long  as  the  lease  is  for  the 
benefit  of  the  tribe  or  tribal  members. 

(2)  Lease  to  cooperative  grazing  units. 

(3)  Recreational  purposes, 

(4)  Rounding  out  grazing  units. 

(5)  Elimination  of  fractional  heir¬ 
ships. 

(6)  Other  purposes  approved  in  ad¬ 
vance  by  the  National  Office. 

(b)  To  pay  costs  Incident  to  land  ac¬ 
quisition  Including  but  not  necessarily 
limited  to  appraisals,  title,  legal,  surveys, 
and  loan  closing. 
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§  1823.405  Loan  limitationa. 

No  loan  funds  can  be  used  for: 

(a)  Development. 

(b)  Eqiilpment. 

(c)  Gyrating  costs. 

§  1823.406  Land  riglita. 

Title  to  land  acquired  may.  with  the 
approval  of  the  Secretary  of  the  Interior, 
be  in  the  name  of  the  United  States  in 
trust  for  the  applicant. 

§  1823.407  Tide  clearance. 

Section  1823.268  is  applicable  regard¬ 
ing  title  clearance  if  the  recorded  title  to 
the  land  to  be  acquired  has  ever  been 
held  by  anyone  other  than  the  United 
States  of  America  in  trust  or  restricted 
status,  it  will  not  be  necessary  to  secure 
title  insurance,  an  abstract  of  title,  or 
the  usual  title  opinion.  In  such  cases,  the 
condition  of  the  title  and  the  necessity 
for  taking  curative  steps  will  be  dis¬ 
closed  on  the  Title  Status  Report  pre- 
I>ared  by  the  Bureau  of  Indian^  Affairs. 

§  1823.408  Special  conditions. 

Loans  made  under  this  subpart  are 
subject  to  the  following  condlticms: 

(a)  The  proposed  plan  for  use  of  the 
land  must  have  the  approval  of  the  trib¬ 
al  council  or  other  authorized  gover- 
ing  body.  If  the  plan  involves  land  devel¬ 
opment,  it  should  be  in  accordance  with 
the  recommendations  of  the  appropriate 
Bureau  of  Indian  Affairs  (BIA)  ofiScial 
after  consulation  with  soil  conservation 
specialists  of  BIA. 

(b)  ITie  plan  should  be  consist^t  with 
the  land  tise  pattern  in  the  area.  Any 
variations  must  be  justified. 

(c)  The  plan  should  make  maximum 
use  of  cost  sharing  and  technical  assist¬ 
ance  of  Federal  and  State  govemm^t 
programs,  such  as  the  Great  Plains 
program. 

(d)  The  loan  dockets  will  be  develc^d 
by  the  Farmers  Home  Administration 
(FHA)  with  the  assistance  of  the  BIA  as 
requested. 

§  1823.14)9  Security. 

All  loans  will  be  sectucd  in  a  manner 
which  will  adequately  protect  the  inter¬ 
est  of  the  FHA  and  unless  otherwise 
authorized  by  the  Administrator,  will 
consist  of: 

(a)  Assignment  of  income.  (1)  An  as- 
^gnment  of  Inccane  from  proven  sources, 
verified  from  BIA  records,  will  be  taken 
in  an  amount  sufficient  to  cover  the  an¬ 
nual  FHA  repayment  plus  a  25-percent 
margin. 

(2)  Collection  of  all  income  assigned 
to  FHA  will  be  handled  as  follows: 

(i)  A  prcg>erly  bonded  official  of  the 
tribe  or  of  the  tribal  land  acquisition  en¬ 
terprise  will  receive  the  monies  and  issue 
receipts;  therefore, 

(il)  This  bonded  official  will  deposit 
such  funds  in  a  countersignature  ac¬ 
count  in  a  commercial  bank.  The  ac¬ 
count  would  require  signature  of  appro¬ 
priate  tribal  and  FHA  officials  for  with¬ 
drawal.  In  lieu  of  establishing  a  counter- 
signature  account,  such  funds  may  be 
deposited  in  a  reserve  fund  as  shown 
in  paragraph  (b)  of  this  section. 


(b)  Reserve  fund.  (1)  Prior  to  loan 
closing,  the  tribe  will  be  required  to 
establish  a  reserve  fund  equal  to  a  full 
annual  installment  on  its  FTIA  debt.  This 
reserve  fimd  can  be  put  in  interest-bear¬ 
ing  savings  or  investments,  but  no  twr- 
tion  of  the  principal  deposited  or  in¬ 
vested  can  be  withdrawn  for  any  purpose, 
except  a  payment  on  the  FHA  debt, 
without  the  written  consent  of  FHA. 

(2)  The  reserve  fund  will  be  drawn 
upon  only  in  case  of  default  on  the 
annual  payment,  and  any  such  with¬ 
drawals  will  be  replaced  out  of  the  first 
income  received  by  the  tribe  after  the 
withdrawal. 

(c)  Real  estate  security.  (1)  A  first  lien 
may  be  taken  rm  the  land  acquired  with 
loan  funds  and.  if  additional  security 
is  needed,  a  lien  will  be  taken  on  addi¬ 
tional  real  estate,  except  that  a  mortgage 
will  not  be  required  on  any  portion  of  a 
tract  where  fractional  Interests  being 
purchased  plus  any  interests  that  may 
be  already  owned  by  the  tribe  will  give 
the  tribe  less  than  100-percent  owner¬ 
ship;  or  it  is  determined  that,  except  for 
the  Indian  tribe  or  tribal  corporation, 
there  does  not  now  exist  and  will  not 
exist  within  the  foreseeable  future  a  mar¬ 
ket  for  the  resale  of  the  property.  In 
making  such  determination,  the  State 
Director  will  consider  the  size  of  the  tract 
and  whether  any  part  of  it  is  adjacent 
to  land  owned  by  non-Indians,  in  addi¬ 
tion  to  all  other  factors  normally  con¬ 
sidered  in  determining  the  value  and 
marketability  of  real  estate. 

(2)  If  a  real  estate  mortgage  is  not 
taken,  an  agreement  executed  by  the 
borrower  will  be  recorded  in  the  public 
records  office  serving  the  coimty  in  which 
the  real  estate  is  located.  A  copy  of  the 
agreement  will  be  provided  the  BIA  office 
serving  the  borrower  tribe,  provided  that: 

(1)  The  borrower  will  not  at  any  fu¬ 
ture  time  mortgage  any  part  of  its  land 
acquired  at  the  time  of  the  agreement  or 
later  acquired  to  tinyone  else  without 
prior  written  permission  of  FHA. 

(li)  The  borrower  will  not  modify  its 
agreement  involving  income  pledged  to 
FHA  with  the  tribal  land  acquisition  ^- 
terprlse  or  any  other  subsidiary  without 
FHA’s  written  consent. 

(iil)  The  borrower  will  not  assign  any 
of  the  Income  from  sources  from  which 
FHA  is  to  receive  its  payments  to  amy 
other  creditor  without  PHA’s  written 
consent. 

(iv)  If  the  borrower  should  default  in 
its  annual  payment  to  FHA,  then  FHA 
shall  be  authorized  to  take  over  and  man¬ 
age  the  lands  from  which  Income  is  as¬ 
signed  until  sufficient  income  is  received 
to  cover  FHA’s  costs  of  managing  the 
lands  and  the  amount  due  on  the  loan. 
The  authorization  to  manage  the  lands 
shall  Include  the  authority  to  lease  and 
collect  rentals  from  the  lands  being  man¬ 
aged  and  to  contract  with  a  person  who 
will  manage  the  property. 

(d)  Waiver  of  immunity.  (1)  The  ap¬ 
propriate  tribal  official  will  execute  on 
behalf  of  the  tribe  a  waiver  of  immunity 
from  suit  in  connection  with  the  FHA 
loan. 


(2)  The  waiver  will  be  approved  by 
the  Secretary  of  Interior  or  his  author¬ 
ized  representative. 

§  1823.410  Loan  approval  authority. 

All  loans  must  be  authorized  by  the 
National  Office  before  approval. 

§  1823.411  Purchase  price. 

The  purchase  price  of  land  and  rights 
and  interest  in  land  (such  as  easements, 
leases,  permits,  rights-of-way,  water 
rights,  and  existing  facilities  for  exam¬ 
ple)  will  not  exceed  their  present  market 
value,  or,  in  condemnation  cases  the 
price  established  by  the  court. 

§  1823.412  Appraisals. 

Present  market  value  will  be  deter¬ 
mined  only  after  review  of  an  appraisal 
report  prepared  in  accordance  with  Sub¬ 
part  I  of  this  part.  Exceptions  to  the 
requirements  of  Subpart  I  oi  this  part 
will  be  made  in  the  case  of  loans  to 
Indian  tribes  to  the  extent  of  permitting 
appraisal  by  approved  BIA  appraisers 
or  qualified  private  appraisers  approved 
jointly  by  the  BIA  and  FHA  representa¬ 
tives.  In  all  cases,  the  BIA  agency  super¬ 
intendent  and  the  FHA  State  Director 
will  conctir  on  the  appraised  present 
market  value. 

§  1823.413  CivU  rights. 

Indian  tribes  and  tribal  corporations 
as  applicant-borrower-beneficiaries  un¬ 
der  this  subpart,  are  not  subject  to  Title 
VI  of  the  Civil  Rights  Act  of  1964  so 
long  as  the  expected  use  of  the  land  ac¬ 
quired  does  not  Include  operation  of  a 
facility  which  would  be  open  to  the  pub¬ 
lic  and  therefore,  such  applicant,  subject 
to  this  condition,  is  not  subject  to  Part 
1816  of  this  chapter. 

§  1823.414  Review  by  National  Office. 

The  complete  docket  including  the  pro- 
(>osed  letter  of  conditions  and  the  com¬ 
ments  of  the  regional  attorney  on  the 
attomey-ln-charge  will  be  submitted  for 
review  by  the  National  Office  prior  to 
loan  approval.  The  memorandum  of 
transmittal  must  Include  the  State  Di¬ 
rector’s  recommendations  regarding 
approvaL 

§  1823.415  Docket  information. 

( a)  Material  provided  by  applicant. 

(b)  Material  provided  by  appn^iiate 
FHA  personnel. 

(1)  Form  FHA  442-1,  “Appraisal  Re¬ 
port  (Farm  Tract) .’’ 

(2)  Form  FHA  442-49,  “Project  Siun- 
mary — ^Loans  to  Indian  Tribes  and  Tribal 
Corporations.’’ 

(3)  Form  FHA  440-1,  “Pa3nnent 
Authorization.” 

(4)  Form  PHA  440-3,  “Record  of 
Actions.” 

(5)  Form  FHA  440-14,  "Association 
Project  Fimd  Analysis.” 

(6)  Letter  of  Conditions. 

(7)  Form  FHA  440-2,  “Coimty  Com¬ 
mittee  Certification  or  Recommenda¬ 
tion.” 

(8)  Form  FHA  442-46,  “Letter  of  In¬ 
tent  to  Meet  Conditions,” 


FEDERAL  REGISTER,  VOL  38,  NO.  54— WEDNESDAY,  MARCH  21,  1973 


PROPOSED  RULE  MAKING 


7401 


§  1823.416  State  requirements. 

Each  State  Director  win,  with  the  as¬ 
sistance  of  the  Office  of  the  General 
Counsel,  suiH^ttnent  this  subpart  with 
State  requirements,  forms,  worksheets, 
sample  documents,  and  such  other  guid¬ 
ance  as  necessary  to  successfully  carrv 
out  the  program. 

§  1823.417  Qieek  request  and  loan  clo8> 
ing. 

Checks  win  be  requested  and  loans  will 
be  closed  In  accordance  with  S9  1823.271 
and  1823.272.  Before  any  loan  can  be 
closed,  the  District  Supervisor  must  no¬ 
tify  the  State  Director  In  writing  that 
aU  loan  closing  conditions  have  been  met. 

§  1823.418  Loan  supervision  and  servic¬ 
ing. 

Loans  will  be  supervised  In  accordance 
with  Subpart  Q  of  Part  1802  of  this  chap¬ 
ter  and  serviced  In  accordance  with  Sub¬ 
part  P  of  Part  1861  of  this  chapter.  The 
cooperation,  assistance,  and  advice  of  m)- 
pn^rlate  BIA  officials  will  be  sought  at 
all  times. 

Darrel  A.  Dnim, 
'Associate  Administrator, 
Farmers  Home  Administration. 

March  13, 1973. 

(Kl  Doc.7a-S363  FUed  3-20-73;8:45  am] 

DEPARTMENT  OF  TRANSPORTATION 
Federal  Aviation  Administration 
[  14  CFR  Part  71  ] 

(Airspace  Docket  Ko.  TS-SW-IS] 
TRANSITION  AREA 
Proposed  Alteration 

The  Federal  Aviation  Administration 
is  considering  amending  Part  71  of  the 
Federal  Aviation  Regulations  to  alter 
controlled  airspace  In  the  Lufkhi,  Tex., 
terminal  area. 

Interested  persons  may  submit  such 
written  data,  views,  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  In  triplicate  to  Chief,  Airspace 
and  Procedures  Branch.  Air  Traffic  Di¬ 
vision.  Southwest  Region,  Federal  Avia¬ 
tion  Administration.  Post  Office  Box 
1689,  Port  Worth,  TX  76101.  All  commu- 
nlcatl(ms  received  on  or  before  April  20, 
1973,  will  be  considered  before  action  Is 
taken  on  the  pre^posed  amendment.  No 
public  hearing  Is  contemplated  at  this 
time,  but  arrangements  for  Informal 
conferences  with  Federal  Aviatlcxi  Ad¬ 
ministration  officials  may  be  made  by 
contacting  the  Chief,  Airspace  and  Pro¬ 
cedures  Branch.  Any  data,  views,  or  ar¬ 
guments  presmted  during  such  confer¬ 
ences  must  also  be  submitted  in  wuiting 
In  accordance  with  this  notice  in  order  to 
become  part  of  the  record  for  considera¬ 
tion.  The  proposal  contained  in  this  no¬ 
tice  may  be  changed  In  the  light  of  com¬ 
ments  received. 

The  official  docket  will  be  available  for 
examination  by  interested  persons  at  the 
Office  of  the  Regional  Counsel,  South¬ 
west  Region,  Federal  Aviation  Adminis¬ 
tration,  Port  Worth,  Tex.  An  Informal 
docket  will  also  be  available  for  exami¬ 


nation  at  the  Office  of  the  Chief,  Air¬ 
space  and  Procedures  Branch,  Air  Traf¬ 
fic  DlvMon. 

It  Is  proposed  to  amend  Part  71  of  the 
Federal  Aviation  Regulations  as  herein¬ 
after  set  forth. 

In  9  71.181  (38  FR  435),  the  LufUn. 
Tex.,  transition  area  Is  amended  to  read: 

Lufkin,  Tex. 

That  airspace  extending  upward  from  700 
feet  above  the  surface  witbin  8  miles  east 
and  6  mUes  west  of  the  Lufkin  TOR  167* 
radial,  extending  frmn  the  VOR  to  13  miles 
southeast;  within  6  miles  each  side  of  the 
Lufkin  VOR  337*  radial  extending  from  the 
VOR  to  11  miles  northwest  and  within  2 
miles  each  side  of  the  264*  bearing  frenn  the 
Angelina  County  Airport  (latitude  31*14'06" 
N,  longitude  04*46'00"  W.)  extending  to  6 
miles  west  of  the  airport. 

Amendm^ts  to  controlled  airspace 
will  provide  the  necessary  addltlimal  air¬ 
space  for  aircraft  executing  the  pro¬ 
posed  RNAV  RWY  15  (original)  and 
RNAV  RWY  17  (original)  instrument  ap¬ 
proach  procedures. 

(Sec.  S07(a).  Federal  Aviation  Act  of  1968, 
49  ITA.C.  1348;  sec.  0(c),  Department  of 
Transportation  Act,  49  UA.C.  1666(c) ) 

Issued  In  Fort  Worth,  Tex.,  on 
March  12,  1973. 

R.  V.  Reynolds. 

Acting  Director,  Southwest  Region. 

[FR  Doc.73^334  PUed  3-20-73;8:46  am] 


[  14  CFR  Part  171  ] 

(Docket  No.  12649;  Notice  No.  73-9] 

NON-FEDERAL  NAVIGATION  FACILITIES 
Notice  of  Proposed  Rule  Making 

The  Federal  Aviation  Administration 
Is  considering  amending  Part  171  of  the 
Federal  Aviation  Regulations  to  require 
that  certain  non-Federal  navigation  aids 
conform  to  revised  standards  for  facility 
perf(H*mance.  The  FAA  has  determined 
that  future  requirements  for  air  naviga¬ 
tion  aids  In  the  National  Airspace  System 
cannot  be  met  with  the  number  of  fre¬ 
quencies  now  available  for  assignment. 
Examination  of  altmiatlve  solutions  to 
this  iHoblem  Indicates  that  reduction  of 
radio  channel  spacing  from  the  present 
100  kHz  spacing  to  50  kHz  spacing  Is 
the  most  econcxnlcal  and  practicable 
method  of  Increasing  the  niunber  of  as- 
sigmable  frequencies.  Concurrent  with 
implementation  of  50  kHz  channel  spac¬ 
ing.  suppression  of  certain  harmonic 
radiation  and  Increased  stabilization  of 
radio  frequencies  will  be  essential  to  sat¬ 
isfactory  operation  of  adjacent-channel 
facilities  with  50  kHz  channel  spacing. 

The  Federal  Ck)mmunlcatlons  Commis¬ 
sion  by  regulation  (47  CFR  Parts  2  and 
87)  assigns  frequencies  in  the  aeronauti¬ 
cal  radio  navigation  band  108-117.975 
MHz  for  non-Federal  Instniment  landing 
systems  (ILS) ,  simplified  directional  fa¬ 
cilities  (SDF) ,  and  very  high  frequency 
omnidirectional  radio  ranges  (VOR). 
The  present  provision  in  the  F(?C  regu¬ 
lations  for  100  kHz  channel  spacing  re¬ 
sults  In  the  availability  of  20  ILS  chan¬ 
nels  and  80  VOR  channels.  The  FCC  by 
notice  adopted  on  September  20,  1972 


(Docket  No.  19590,  RM 1888;  37  FR  20872. 
Oct.  4,  1972),  and  at  the  request  of  the 
FAA,  has  proposed  amendment  of  Parts 
2  and  87  of  the  FCC  regulations  to  pro¬ 
vide  for  50  kHz  channel  spacing  in  this 
frequency  band.  Adoption  of  the  pro¬ 
posed  amendments  would  double  the 
availability  of  assignable  channels  for 
VOR  and  ILS. 

The  rapid  expansion  of  aviation  serv¬ 
ices  has  result^  in  the  need  for  ad¬ 
ditional  terminal  and  en-route  naviga¬ 
tion  aids.  The  limited  niunber  of  assign¬ 
able  frequencies  now  available  makes  It 
Impossible  to  provide  for  proposed  and 
required  navigation  aids.  Hils  shortage 
of  frequencies  Is  most  acute  In  the  Bos¬ 
ton-New  York- Washington,  Chicago-De- 
trolt,  and  the  San  Francisco-Los  Angeles 
areas,  and  effects  both  Federal  and  non- 
Federal  installation  programs.  Installa¬ 
tion  of  additional  ILS  and  VOR  facilities 
In  these  congested  areas  and  elsewhere 
In  the  National  Airspace  System  can  only 
be  accomplished  v^th  additional  fre¬ 
quencies. 

The  FAA  announced  at  the  FAA  Plan¬ 
ning  Review  Conference  In  April  1970 
that  split  channeling  for  the  VOR,  ILS, 
and  TACAN/DME  (“Y”  channel)  bands 
would  be  a  necessity.  FAA  Advisory  Cir¬ 
cular  AC  170-12  Issued  In  October  1970 
Indicated  that  Implementation  of  50  kHz 
channel  spacing  was  pre^posed  to  begin 
January  1,  1973,  and  that  the  new  fre¬ 
quencies  would  be  used  Inltlalh^  only 
where  necessary  to  accommodate  new  fa¬ 
cilities  In  congested  areas. 

Advisory  Circular  170-12  was  also  In¬ 
tended  to  serve  as  advance  notice  to  air¬ 
craft  operators  that  aircraft  receiving 
equipm^t  not  designed  for  split  channel 
operation  woxild  have  limited  service  life 
expectancy  In  an  expanding  50  kHz  fre¬ 
quency  environment^ 

Implementation  of  50  kHz  channel 
spacing  will  require  an  Increase  of  fre¬ 
quency  stability  for  the  glide  slope,  local¬ 
izer.  SDF.  and  VOR  ground  transmitters. 
In  order  to  provide  for  satisfactory  adja¬ 
cent-channel  operation,  the  frequency 
tolerances  of  these  transmitters  must 
necessarily  be  reduced  from  the  present 
0.005  percent  to  0.002  percent,  and  9960- 
Hz  subcarrier  harmonics  must  be  sup¬ 
pressed  to  the  levels  specified  for  50-k^ 
frequency  environment  In  Annex  10  to 
the  Convention  on  International  Avia¬ 
tion  (ICAO) . 

With  respect  to  VOR  and  IL3  facilities 
operated  by  the  United  States  (Depart¬ 
ment  of  Defense  and  FAA) .  stabilization 
of  frequencies  is  expected  to  be  accom¬ 
plished  by  July  1, 1973,  and  in  those  areas 
where  50-kHz  channel  spacing  is  to  be 
implemented  and  a  requirement  exists 
for  suppression  of  harmonics,  9960-Hz 
subcarrier  harmonics  will  be  reduced  to 
the  levels  specified  In  ICAO  Annex  10. 
Additionally.  It  is  expected  that  50-kHz/ 
Y  channel  assignments  for  new  facilities 
to  be  operated  by  the  United  States  wdll 
be  made  by  the  Office  of  Telecommuni¬ 
cations  Policy  In  areas  where  frequency 
saturation  makes  assignment  of  100- 
kHz-spaced  channels  Impossible.  These 
channel  assignments  are  to  be  made  In 
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such  a  uianner  as  will  avoid  adjacent- 
channel  interference  for  as  long  a  period 
as  is  possible,  and  to  enable  aircraft 
equipped  with  avionics  designed  for  100- 
kHz  channel  spacing  to  continue  to  uti¬ 
lize  all  tunable  frequencies  in  the  area. 
It  is  anticipated  that  with  the  additional 
options  available  as  a  result  of  50-kHz 
spacing,  the  requirement  for  suppression 
of  harmonics  at  non-Federal  facilities 
can  be  avoided  until  1975. 

Accordingly,  while  it  is  proposed  that 
these  amendments  to  Part  171  of  the 
Federal  Aviation  Regulations  be  made 
effective  on  July  1, 1973,  the  requirement 
for  suppression  of  harmonics  would  arise 
only  with  assignment  of  a  nearby  adja¬ 
cent  channel.  In  such  a  case,  the  opera¬ 
tor  of  the  non-Federal  navigation  facil¬ 
ity  would  be  given  advance  notice  by  the 
Administrator  that  50-kHz  channel  spac¬ 
ing  is  to  be  implemented  in  the  area  and 
that  a  requirement  for  suppression  of 
harmonics  existed.  Suppression  of  9960- 
Hz  subcarrier  harmonics  to  the  levels 
specified  in  Annex  10  to  the  Convention 
on  International  Aviation  within  180 
days  would  then  be  required  by  the  pro¬ 
posed  rule. 

The  FAA  is  informed  that  stabilization 
of  the  radio  frequency  in  most  non- 
Federal  ILS,  VOR,  or  SDF  installations 
can  be  accomplished  at  a  cost  for  mate¬ 
rials  of  less  than  $75.  The  cost  of  sup¬ 
pressing  harmonics  will  vary  depending 
on  the  equipment  installed.  It  is  sug¬ 
gested  that  facility  operators  consult 
with  the  manufacturer  of  the  equipment 
installed  to  ascertain  the  cost  and  feasi¬ 
bility  of  harmonics  suppression. 

In  consideration  of  the  foregoing,  it  is 
proposed  to  amend  Part  171  of  the  Fed¬ 
eral  Aviation  Regulations  as  follows; 

1.  By  amending  paragraph  (a)  of 
1 171.7  and  by  adding  a  new  paragraph 
(e)  to  §  171.7  to  read  as  follows: 

§171.7  Performance  requirements. 

(a)  The  VOR  must  perform  in  accord¬ 
ance  with  the  “International  Standards 
and  Recommended  Practices,  Aeronauti¬ 
cal  Telecommunications,”  Part  I,  para¬ 
graph  3.3  (Annex  10  to  the  Convention 
on  International  Civil  Aviation),  except 
that  part  of  paragraph  3.3.2.1  specify!^ 
a  radio  frequency  tolerance  of  0.005  per¬ 
cent,  and  that  part  of  paragraph  3.3.7 
requiring  removal  of  only  the  bearing  in¬ 
formation.  In  place  thereof,  the  fre¬ 
quency  tolerance  of  the  radio  frequency 
carrier  must  not  exceed  plus  or  minus 
0.002  percent,  and  all  radiation  must  be 
removed  during  the  specified  deviations 
from  established  conditions  and  during 
periods  of  monitor  failure. 

•  •  •  •  • 

(e)  Within  180  days  after  receipt  of 
notice  from  the  Administrator  that  50- 
kHz  channel  spacing  is  to  be  imple¬ 
mented  in  the  area  and  that  a  require¬ 
ment  exists  for  suppression  of  9960-Hz 
subcarrier  harmonics,  the  owner  of  the 
VOR  shall  modify  the  facility  to  perform 
in  accordance  with  paragraph  3. 3. 5.7  of 


Annelk  10  to  the  Convention  on  Interna¬ 
tional  Civil  Aviation. 

2.  By  adding  a  new  paragraph  (a)  (4) 
to  S  171.47  to  read  as  follows: 

§  171.47  Performance  requirements. 

(a)  •  *  * 

(4)  The  frequency  tolerance  of  the  ra¬ 
dio  frequency  carrier  must  not  exceed 
plus  or  minus  0.002  percent. 

•  •  •  •  • 

3.  By  amending  paragraph  (a)  (4)  of 
S  171.109  to  read  as  follows: 

§171.109  Performance  requirements. 

(a)  •  •  • 

(4)  The  SDF  must  operate  on  odd 
tenths  or  odd  tenths  plus  a  twentieth 
MHz  within  the  frequency  band  108.1 
MHz  to  111.95  MHz.  The  frequency  tol¬ 
erance  of  the  radio  frequency  carrier 
must  not  exceed  plus  or  minus  0.002  per¬ 
cent. 

•  •  •  #  • 

4.  By  amending  paragraph  (a)(1)  of 
S  171.111  to  read  as  follows: 

§  171.111  Ground  standards  and  toler¬ 
ances. 

(a)  •  •  • 

(1)  The  SDF  must  operate  on  odd 
tenths  or  odd  tenths  plus  a  twentieth 
MHz  within  the  frequency  band  108.1 
MHz  to  111.95  MHz.  The  frequency  tol¬ 
erance  of  the  radio  frequency  carrier 
must  not  exceed  plus  or  minus  0.002 
percent. 

•  •  •  #  • 

Interested  persons  are  invited  to  par¬ 
ticipate  in  the  making  of  the  proposed 
rule  by  submitting  such  written  data, 
views,  or  arguments  as  they  may  desire. 
Commimicatlons  should  identify  the  reg¬ 
ulatory  docket  or  notice  number  and  be 
submitted  in  duplicate  to:  Federal  Avia¬ 
tion  Administration,  OfiBce  of  the  Gen¬ 
eral  Coimsel,  Attention:  Rules  Docket, 
AGC-24,  800  Independence  Avenue  SW., 
Washin^n,  DC  20591.  All  commimlca- 
tions  received  on  or  before  April  20, 1973, 
will  be  considered  by  the  Administrator 
before  taking  action  on  the  proposed  rule. 
The  proposals  contained  In  this  notice 
may  be  changed  in  the  light  of  comments 
received.  All  comments  submitted  will 
be  available,  both  before  and  after  the 
closing  date  for  comments,  in  the  Rules 
Docket  for  examination  by  interested 
persons. 

These  amendments  are  proposed  un¬ 
der  Uie  authority  of  sections  305,  307, 
313(a),  601,  and  606  of  the  Federal  Avi¬ 
ation  Act  of  1958  (49  U.S.C.  1346,  1348, 
1354(a),  1421,  and  1426),  and  section 
6(c)  of  the  Department  of  Transporta¬ 
tion  Act.  (49  U.S.C.  1655(c) ) . 

Issued  in  Washington,  D.C.,  on  March 
14. 1973. 

J,  W.  Cochran, 

Director, 

Airways  Facilities  Service. 

[PR  E>oc.73-6333  Piled  3-20-73;8:46  am] 


FEDERAL  COMMUNICATIONS 
COMMISSION 
[  47  CFR  Part  87  ] 

{Docket  No.  19699,  YCC  73-253] 

AVIATION  SERVICES 

Notification  Procedures  of  Aircraft 
Operating  Under  Fleet  License 

In  the  matter  of  amendment  to  Part 
87  of  the  rules  to  provide  for  procedures 
to  notify  the  Commission  of  the  aircraft 
operating  under  a  fleet  license.  Docket 
No.  19699. 

1.  The  Commission  has  encountered 
diflaculty  in  determining  the  owner  .or 
operator  of  aircraft  radio  stations  oper¬ 
ating  in  violation  of  the  rules.  Thus, 
in  some  cases  it  is  not  ixissible  to  notify 
the  responsible  person  when  a  correction 
is  needed  in  the  operation  of  a  station. 
In  many  cases  it  is  particularly  difficult 
to  determine  the  owner  or  operator  of 
aircraft  containing  radio  equipment 
which  was  originally  authorized  under  a 
fleet  license.  Such  licenses  are  available 
to  qualified  applicants  wlthJ.wo  or  more 
aircraft  imder  their  control.  Changes  to 
the  complement  of  the  aircraft  fleets 
frequently  occur  during  the  term  of  a 
fleet  license  and  usually  the  aircraft  ra¬ 
dio  equipment  is  retsdned*  aboard  the 
aircraft  delivered  to  the  new  owner  or 
operator. 

2.  Because  of  the  transfer  of  aircraft 
from  the  control  of  one  entity  to  another, 
the  operation  of  contained  aircraft  radio 
transmitters  also  shifts  from  the  origi¬ 
nally  authorized  licensee  to  a  new  op¬ 
erator  who  may  or  may  not  be  authorized 
to  operate  an  aircraft  radio  station.  The 
important  point,  however,  is  that  trans¬ 
missions  from  many  aircraft  are  identi¬ 
fied  not  by  the  usual  radio  call  sign  but 
by  reference  to  the  aircraft  identification 
number.  Thus,  a  transfer  of  aircraft  to 
a  new  owner  or  operator  requires  a  trac¬ 
ing  procedure  to  determine  and  locate 
the  current  entity  who  has  control  over 
the  aircraft  and  the  contained  radio. 
This  imposes  an  impracticable  and  some¬ 
times  impossible  burden  on  the  Commis¬ 
sion  personnel  concerned  with  the  moni¬ 
toring  of  aircraft  radio  transmissions  in 
their  efforts  to  locate  the  party  respon¬ 
sible  for  op>eration  of  a  station. 

3.  At  one  of  the  FCC  field  offices,  it  has 
lately  been  found  that  several  aircraft 
transmitters  were  operating  as  much  as 
20  kHz  off  of  their  assigned  frequencies, 
a  dangerous  condition  which  they  were 
not  able  to  bring  to  the  attention  of  the 
owners.  That  particular  office  has  a  file 
of  97  aircraft  numbers  which  it  has  not 
been  able  to  trace  to  the  owners  or  oper¬ 
ators.  This  situation  creates  a  hazard  to 
the  system  which  is,  in  many  cases,  quite 
unintentional  on  the  part  of  the  op¬ 
erators  who  would  correct  the  out 
of  tolerance  condition  if  notified  of  the 
problem. 

4.  The  Commission’s  rules  provide  for 
a  fleet  licensee  to  operate  a  number  of 
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radio  equipped  aircraft  without  specifi¬ 
cally  identifying  the  radio  transmitters 
by  serial  number.  Transfer  of  a  radio 
transmitter  from  one  aircraft  owner  to 
another  as  part  of  an  aircraft  sales  trans- 
acticn  does  not  transfer  authorlzaticm  to 
use  the  transmitter.  The  license  Is,  of 
course,  not  transferable  from  one  owner 
or  operator  to  another.  Each  new  owner 
or  operator  of  the  aircraft  must  get  his 
own  license  from  the  FCC  unless  he  al¬ 
ready  holds  a  valid  authorization.  The 
previous  owner  or  operator  of  the  air¬ 
craft  must  notify  the  Commission  that 
the  aircraft  Is  no  longer  covered  by  his 
fleet  license. 

5.  Accordingly,  it  is  proposed  to  estab¬ 
lish  notification  procedures  as  set  forth 
below.  In  preparing  the  proposed  rules 
below,  the  Conunlsslon  recognized  that 
many  aircraft  stations  are  Identified  by 
radio  telephone  Identifiers  in  accordance 
with  S  87.  115(e)  of  the  Commissions’ 
rules.  Nothing  would  be  gained  by  noti¬ 
fication  of  the  aircraft  that  are  identified 
in  that  manner,  and  they  are  exempt  for 
the  proposed  procedure. 

6.  The  proposed  amendment,  as  set 
forth  below,  is  issued  pursuant  to  author¬ 
ity  contained  In  section  4(1),  and  303(b) 
(f)  and  (r)  of  the  Communicatims  Act 
of  1934,  as  amended. 

7.  Pursuant  to  procedures  set  forth  In 
i  1.415  of  the  Commission’s  rules.  In¬ 
terested  parties  may  file  comments  on  or 
before  April  23,  1973,  and  reply  com¬ 
ments  on  or  before  May  3, 1973.  All  rela¬ 
tive  and  timely  comments  and  reply 
comments  will  be  considered  by  the  Com¬ 
mission  before  final  action  Is  taken  In 
this  proceeding.  In  reaching  its  decision 
in  this  proceeding  the  Commission  may 
also  take  into  account  other  relevant  In¬ 
formation  before  it  In  addition  to  the  spe¬ 
cific  comments  invited  by  this  notice. 
Responses  will  be  available  for  public  in¬ 
spection  during  regular  business  hours  in 
the  Commission’s  Broadcast  and  Docket 
Reference  Room  at  its  headquarters  in 
Washington,  D.C. 

8.  In  accordance  with  the  provisions  of 
§  1.419  of  the  Commission’s  niles,  an 
original  and  14  copies  of  all  statements, 
briefs,  or  comments  filed  shall  be  fur¬ 
nished  the  Commission. 

Adopted:  March  7. 1973. 

Released:  March  12, 1973. 

Federal  Communications 
Commission,^ 

[sealI  Ben  F.  Waple. 

Secretary. 

1.  Amend  Part  87,  S  87.29(a)  (2)  to  read 
as  follows: 

S  87.29  Application  for  aircraft  radio 
Atation  license. 

•  •  •  *  • 

(a)  •  *  • 

(2)  An  applicant.  In  applying  for  air¬ 
craft  radio  station  license  may  specify  an. 
a  single  FCC  Form  404,  the  total  number 
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of  aircraft  stations  in  his  fleet.  Under 
these  circumstances,  a  single  Instrument 
of  authorization  (fleet  license)  may  be  Is¬ 
sued  for  operation  of  all  radio  stations 
aboard  the  aircraft  of  the  fleet.  Ihe 
Commission  shall  be  advised  of  the  spe¬ 
cific  aircraft  Included  In  the  fleet  In  ac¬ 
cordance  with  }  87.140. 

•  •  •  •  • 

2.  Amend  Part  87  by  adding  new 
S  87.140  as  follows: 

§  87.140  Notification  of  aircraft  in  fleet. 

(a)  Except  as  provided  in  paragraph 
(b)  of  this  section,  each  applicant  for  a 
fleet  license  shall  Include,  with  the  appli¬ 
cation  for  a  fleet  aircraft  radio  station 
license,  the  composition  of  the  fleet.  Each 
such  application  shall  contain  the  air¬ 
craft  registration  number  for  each  air¬ 
craft  in  the  fleet.  Additionally,  each  hold¬ 
er  of  a  fleet  license  shall  provide  the  Com¬ 
mission  with  notification  of  changes  in 
the  composition  of  the  fleet  Immediately 
following  the  transfer  of  aircraft  from 
the  hcense  holder  to  another  owner  or 
operator.  Each  change  notice  shall  In¬ 
clude  for  each  aircraft  the  following: 

( 1 )  Aircraft  registration  number. 

(2)  New  registered  aircraft  owners’ 
name  and  address. 

(3)  Fleet  license  holder. 

(4)  FCX;  control  number  of  the  fleet 
license. 

For  change  notification  purposes,  FCC 
Form — ^Is  available  at  the  Commission’s 
Washington  ofDce  and  at  each  of  Its  field 
offices.  Change  notices  shall  be  sent  to 
the  Commission’s  office  in  Washington, 
D.C.  20554. 

(b)  The  notification  procedmre  set 
forth  In  paragraph  (a)  of  this  section 
does  not  apply  to  any  aircraft  station 
which  will  be  identified  solely  by  a  radio¬ 
telephone  designation  in  accordance 
with  §  87.115(e). 

(PR  Doc.7a-e377  PUeU  3-30-73:8:45  am] 


VETERANS  ADMINISTRATION 

[  38  CFR  Part  21  ] 

EDUCATIONAL  ASSISTANCE  ALLOWANCE 
Eligibility  and  Computation 

The  following  proposed  regulatory 
change  to  S  21.3021(a)  provides  that  a 
child  and  wife  of  a  serviceman  who  has 
a  total  disability  evaluated  as  total  and 
permanent  in  nature  resulting  from  a 
service-connected  disability  are  eligible 
for  educational  assistance  benefits.  The 
change  to  §  21.4272(d)  also  clarifies  the 
present  regulation  concerning  use  of  the 
measurement  equivalency  formula  for 
computation  of  the  educational  assist¬ 
ance  allowance  when  the  veteran  or  eli¬ 
gible  person  pursues  a  program  on  other 
than  the  standard  semester  or  quarter. 

Interested  persons  are  Invited  to  sub¬ 
mit  written  comments,  suggestions,  or 
objections  regarding  the  proposal  to  the 
Administrator  of  Veterans’  Affairs 
(232H),  Veterans  Administration,  810 
Vermont  Avenue  NW.,  Washington,  DC 


20420.  All  relevant  material  received  be¬ 
fore  April  20, 1973,  will  be  considered.  All 
written  comments  received  will  be  avail¬ 
able  for  public  inspection  at  the  above 
address  only  between  the  hours  of  8  a.m. 
and  4:30  p.m.  Monday  through  Friday 
(except  holidays) ,  during  the  mentioned 
30-day  period  and  for  10  days  thereafter. 
Any  person  visiting  Central  Office  for  the 
purpose  of  inspecting  any  such  comments 
will  be  received  by  the  Central  Office  Vet¬ 
erans  Assistance  Unit  in  Room  132.  Such 
visitors  to  any  VA  field  station  will  be 
Informed  that  the  records  are  available 
for  inspection  only  in  Central  Office  and 
furnished  the  address  and  the  above 
room  number. 

Notice  is  also  given  that  it  Is  proposed 
to  make  any  regulations  that  are  adopted 
effective  the  date  of  approval. 

It  is  proposed  to  amend  Part  21,  Title 
38,  Code  of  Federal  Regulations  to  read 
as  follows: 

1.  In  S  21.3021(a),  paragraphs  (1)  (ill) 
and  (3)  (1)  are  amended  to  read  as 
follows: 

§  21.3021  Definitions. 

(a)  “Eligible  person”  means: 

(1)  A  child  of  a: 

•  •  •  •  • 

(ill)  Veteran  or  serviceman  who  has  a 
total  disability  permanent  in  nature  re¬ 
sulting  from  a  service-connected 
disability. 

•  •  •  •  • 

(3)  The  wife  of  a: 

(i)  Veteran  or  serviceman  who  has  a 
total  disability  permanent  in  nature 
resulting  from  a  service-connected 
disability. 

•  •  •  •  • 

2.  In  S  21.4272,  paragraph  (d)  is 
amended  to  read  as  foUows: 

§  21.4272  Collegiate  undergraduate; 
credit-hour  basis. 

•  •  •  «  » 

(d)  Courses;  measurement  equiva¬ 
lency.  Where  a  term  is  not  a  standard 
semester  or  quarter  as  defined  In 
S  21.4200(b),  the  equivalent  for  full-time 
training  will  be  measured  by  multiplying 
the  credits  to  be  earned  in  the  session 
by  18  If  credit  is  granted  In  semester 
hours,  or  by  12  if  credit  is  granted  in 
quarters,  and  dividing  the  product  by  the 
number  of  whole  weeks  in  the  session. 
The  resulting  quotient  will  be  the  se¬ 
mester  hours  on  which  educational  as¬ 
sistance  allowance  will  be  computed 
using  the  criteria  of  S  21.4270  proper  or 
the  criteria  of  footnote  3  to  that  section, 
whichever  is  appropriate.  In  determin¬ 
ing  whole  weeks  for  this  formula,  3  days 
or  less  will  be  disregarded  and  4  days  or 
more  will  be  considered  a  full  week. 

•  •  •  •  • 

Approved:  March  15,  1973. 

By  direction  of  the  Administrator. 

[SEAL]  Fred  B.  Rhodes, 

Deputy  Administrator. 

IFR  Doc.73-5365  FUed  3-20-73:8:45  am] 
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DEPARTMENT  OF  THE  TREASURY 

Office  of  the  Secretary 

PERMANENT  MAGNETS  OF  ALNICO  OR 

CERAMIC  MATERIAL  FROM  JAPAN 

Determination  of  Sales  at  Not  Less  Than 
Fair  Value 

March  15.  1973. 

On  December  16,  1972,  there  was  pub¬ 
lished  in  the  Federal  Register  a  “Notice 
of  Tentative  Negative  Determination” 
(37  FR  26841)  that  permanent  magnets 
of  alnico  or  ceramic  material  from 
Japan  are  not  being,  nor  are  likely  to  be, 
sold  at  less  than  fair  value  within  the 
meaning  of  section  201(a)  of  the  Anti¬ 
dumping  Act,  1921,  as  amended  (19 
U.S.C.  160(a) )  (referred  to  in  this  notice 
as  “the  Act”). 

The  statement  of  reasons  for  the  ten¬ 
tative  determination  was  published  in  the 
above-mentioned  notice  and  interested 
parties  were  afforded  an  opportunity  to 
make  written  submissions  and  to  present 
oral  views  in  connection  with  the  tenta¬ 
tive  determination. 

After  consideration  of  all  views  and 
arguments,  I  hereby  determine  that,  for 
the  reasons  stated  in  the  tentative  deter¬ 
mination,  permanent  magnets  of  alnico 
or  ceramic  material  from  Japan  are  not 
being,  nor  are  likely  to  be,  sold  at  less 
than  fair  value  (section  201(a)  of  the 
Act:  19  U.S.C.  160(a)). 

This  determination  is  published  pur¬ 
suant  to  section  201(c)  of  the  Act  (19 
U.S.C.  160(c))  and  §  153.33(b).  Customs 
regulations  (19  CFR  153.33(b)). 

[SEAL]  Edward  L.  Morgan, 

Assistant  Secretary  of  the  Treasury. 

[PR  Doc.73-5389  Piled  3-20-73:8:46  ami 


DEPARTMENT  OF  DEFENSE 

Department  of  the  Air  Force 

AERONAUTICAL  SYSTEMS  DIVISION 

ADVISORY  GROUP  F-4E  COMMITTEE 

Notice  of  Meeting 

March  14, 1973. 

The  Aeronautical  Systems  Division 
Advisory  Group  F-4E  Committee  will 
hold  a  closed  meeting  on  March  21  and 
22,  1973,  from  8  a.m.  until  5  p.m.,  at  the 
McDonnell-Douglas  Corp.,  St.  Louis,  Mo. 

The  committee  will  receive  classified 
briefings  on  the  F-4E  structural  m<xiifi- 
cation  program. 

For  additional  information  on  this 
meeting,  telephone  202 — 697-4648. 

John  W.  Fahrnet, 
Colonel.  VSAF,  Chief,  Legisla¬ 
tive  Division,  Office  of  The 
Judge  Advocate  General. 

[PE  Doc.73-5328  Pfled  3-20-73:8:46  am] 


Corps  of  Engineers,  Department  of  the 
Army 

ADVISORY  COMMITTEE  FOR  NATIONAL 
DREDGING  STUDY 

Notice  of  Meeting 

In  accordance  with  section  10(a)  (2)  of 
the  Federal  Advisory  Committee  Act 
(Public  Law  92-463)  announcement  is 
made  that  a  meeting  of  the  Advisory 
Committee  for  National  Dredging  Study 
is  to  be  held  on  March  28,  29,  and  30. 
1973.  The  Committee  was  established  by 
the  Director  of  Civil  Works,  Corps  of  En¬ 
gineers  to  provide  advice  on  the  require¬ 
ments  for  the  general  outline  of  the  Na¬ 
tional  Dredging  Study  to  be  conducted  by 
a  management  consultant  firm.  Hie 
study  was  recommended  by  the  General 
Accoimting  Office  in  its  report  to  Con¬ 
gress  of  March  23,  1972,  titled,  “Observa¬ 
tion  on  Dredging  Activities  and  Prob¬ 
lems.”  In  the  reports  of  the  House  and 
Senate  Appropriations  Sidicommittees  on 
Public  Works  (»i  the  FTT  1973  Budget 
Request  specific  reference  was  made  to 
the  GAO  report  and  direction  given  to 
the  Corps  with  respect  to  the  GAO  rec¬ 
ommendation.  The  directives  of  the 
House  and  Senate  Subcommittees  are 
essentially  requests  to  review  in  depth 
the  Corps  dredging  policies  and  practices 
to  determine  how  its  dredging  require¬ 
ments  can  be  accomplished  in  the  most 
efficient,  economical  and  timely  manner; 
and  further  that  due  consideration 
should  be  given  to  those  factors  which 
directly  affect  reasonable  bid  prices  from 
the  dredging  industry  and  possible  unfair 
competition  between  Government-owned 
plant  and  contractor-owned  plant.  This 
is  the  first  meeting  of  the  Advisory  Com¬ 
mittee  and  the  agenda  provides  for: 

(1)  The  establishment  of  the  internal 
committee  organization  and  rules  of 
procedure. 

(2)  The  development  of  the  scope  and 
general  outline  of  the  study. 

(3)  The  development  of  the  contrac¬ 
tual  requirements  for  the  request  for  pro¬ 
posals  for  ccHisultant  services  to  accom¬ 
plish  the  study.  Within  the  facilities 
available  (about  25  persons)  the  meeting 
will  be  open  to  observers.  Observers  may 
not  participate  in  the  proceedingrs  of  the 
meeting.  Any  member  of  the  public  who 
wishes  to  do  so  will  be  permitted  to  file  a 
written  statement  with  the  Committee 
before  or  after  the  meeting. 

The  meeting  will  begin  at  9:30  a.m.  In 
Room  6-A-092,  Forrestal  Building,  1000 
Independence  Avenue  SW.,  Washington, 
DC.  A  roster  of  Advisory  Committee 
members  may  be  obtained  from  Mr.  Eu¬ 
gene  B.  Conner,  DAEN-CWO-M,  Office 


Chief  of  Engineers,  U.S.  Army,  Washing¬ 
ton,  D.C.  20314. 

Dated:  March  19, 1973. 

James  L.  Kelly, 
Brigadier,  General.  USA. 
Deputy  Director  of  Civil  Works. 
[FR  Doc.73-5822  Piled  3-20-73:8:46  am] 


DEPARTMENT  OF  JUSTICE 

Law  Enforcement  Assistance 
Administration 

AUDIT  ADVISORY  COMMITTEE 
Establishment 

The  Law  Enforcement  Assistance  Ad¬ 
ministration  hereby  determines  that  the 
establishment  of  the  Audit  Advisory 
Committee,  as  Identified  hereinafter,  is 
in  the  public  interest  and  necessary  and 
appropriate  for  the  purposes  of  the  Om¬ 
nibus  CMme  Control  and  Safe  Streets 
Act  of  1968,  Public  Law  90-351,  and  the 
Administration  establishes  this  commit¬ 
tee  in  accordance  with  the  provisions  of 
the  Federal  Advisory  Committee  Stand¬ 
ards  Act,  Public  Law  92-463,  and  LEAA 
Notice  N1300.2. 

1.  Designation.  Audit  Advisory  Com¬ 
mittee. 

2.  Purposes.  To  advise  the  LEAA  Office 
of  Audit  of  ways  and  means  to  more 
effectively  and  expeditiously  carry  out 
its  assigned  mission  of  ensmdng  that 
LEAA  grant  programs  and  contracts  are 
properly  adifilnistered,  that  fimds  are 
properly  expended,  and  that  statutory 
requirements  are  met,  and  to  review  and 
evaluate  the  objectives,  policies,  and 
practices  of  the  Office  of  Audit. 

3.  Establishment  date  and  termina¬ 
tion  date.  The  Committee  is  established 
effective  April  20,  1973,  and  will  termi¬ 
nate  within  2  years. 

4.  Meetings.  Quarterly  or  more  fre¬ 
quently  as  required. 

5.  Membership.  The  membership  shall 
Include  LEAA  employees,  officers  and 
employees  of  Federal  agencies  and  State 
and  local  governments  who  are  Involved 
in  audit  functions,  and  officials  and 
members  of  organizations  which  rep¬ 
resent  governors,  mayors.  States,  cities, 
and  units  of  general  local  government 
and  professional  auditors. 

6.  Standards.  The  Committee  will  op¬ 
erate  pursuant  to  the  provisions  of  the 
Federal  Advisory  Committee  Standards 
Act.  Public  Law  92-463,  LEAA  Notice 
N1300.2,  OMB  Circular  No.  A-63  and 
any  additional  orders  and  directives 
Issued  in  implementation  of  the  Act. 

Jerris  Leonard, 
Administrator. 

[PR  Doc.73-5376  Pfled  8-20-73:8:46  am] 
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PRIVATE  SECURITY  ADVISORY  COUNCIL 
Charter 

In  order  to  further  public  protection, 
improve  and  strengthen  law  enforce¬ 
ment,  and  reduce  dime  in  public  and 
private  places  by  reviewing  the  relation¬ 
ship  between  private  security  systems 
and  public  law  enforcement  agencies  and 
by  developing  programs  and  policies  re¬ 
garding  private  protection  services  that 
are  appropriate  and  consistent  with  the 
goals  of  public  law  enforcement  and  the 
public  interest,  the  Private  Security  Ad¬ 
visory  Coimcil  is  hereby  granted  the 
following  charter. 

I.  Designation.  The  copamittee  shall 
be  known  as  the  "Private  Security  Ad¬ 
visory  Council.” 

n.  Authority  and  scope.  The  Council 
will  operate  piu^uant  to  the  provisions 
of  the  Federal  Advisory  Committee 
Standards  Act,  Public  Law  92-463,  LEAA 
Notice  N1300.2,  OMB  Circular  No.  A- 
63,  and  any  additional  orders  and  direc¬ 
tives  issued  in  implementation  of  the 
Act.  The  Council  is  established  imder 
the  authority  of  section  517  of  the  Omni¬ 
bus  Crime  Control  and  Safe  Streets  Act 
of  1968,  Public  Law  90-351,  as  amended 
by  Public  Law  91-644.  The  scope  of  its 
fimctlons  is  limited  to  the  duties  speci¬ 
fied  in  this  charter. 

in.  Duration  and  termination.  The 
period  of  time  necessary  for  the  com¬ 
mittee  to  carry  out  Its  functl<»is  is  2 
years  and  its  termination  date  is  March 
15, 1975. 

IV.  Responsible  and  supporting  agency. 
The  Council  will  report  to  and  receive 
support  from  the  Law  Enforcement  As¬ 
sistance  Administration,  UJS.  Depart¬ 
ment  of  Justice,  633  Indiana  Avenue 
NW.,  Washington,  DC  20530. 

V.  Duties.  The  responsibilities  of  the 
Coimcil  will  be  advisory  in  nature.  Its 
duties  are  to  advise  LEAA  on  the  de¬ 
velopment  of  effective  programs  and 
policies  relating  to  private  protection 
services  and  Improving  cooperation  be¬ 
tween  public  law  enforcement  agencies 
and  private  security  services  and  to  make 
recommendation  for  State  and  local  gov¬ 
ernment  in  the  implementation  of  pri¬ 
vate  security  laws. 

VI.  Operating  costs.  This  estimated 
annual  operating  cost  is  $10,000  and  one 
(1)  man  year. 

vn.  Membership.  The  membership 
shall  include  LEAA  employees,  oflBcers, 
and  employees  of  public  law  enfwxe- 
ment  agwicles  and  officers  of  organiza¬ 
tions  representing  law  enforcement  per¬ 
sonnel,  ofiScers  and  employees  of  private 
security  businesses,  manufacturers  en¬ 
gaged  in  private  security  activities  and 
users  of  private  secmlty  services  and 
equipment. 

vm.  Meetings.  The  Coimcil  will  hold 
meetings  quarterly  or  more  frequently  as 
required  to  carry  out  Its  purposes  and 
fulfill  its  duties. 

I  hereby  grant  this  charter  this  15th 
day  of  March  1973. 

Jerris  Leonard, 
Administrator. 

[FR  Doc.73-8374  FUed  3-20-73:8:45  am] 


NOTICES 

Bureau  of  Narcotics  and  Dangerous  Drugs 
[Docket  No.  73-6] 

THOMAS  E.  WOODSON 
Revocation  of  Registration;  Hearing 

Notice  is  hereby  given  that  on  February 
1,  1973,  the  Bureau  of  Narcotics  and 
Dangerous  Drugs,  Department  of  Justice, 
issued  to  Thomas  E.  Woodson,  D.O.,  three 
orders  to  show  cause  as  to  why  the  Bu¬ 
reau  of  Narcotics  and  Dangerous  Drugs 
Registration  Nos.  AW4452532.  AW- 
4452544,  and  AW4452366  issued  to  him 
pursuant  to  section  303  of  the  Controlled 
Substances  Act  (21  U.S.C.  823)  should 
not  be  revoked. 

Thirty  days  having  elapsed  since  the 
said  orders  to  show  cause  were  received 
by  Dr.  Woodson,  and  written  request  for 
a  hearing  having  been  filed  with  the  Di¬ 
rector  of  the  Bureau  of  Narcotics  and 
Dangerous  Drugs,  notice  is  hereby  given 
that  a  hearing  on  this  matter  will  be 
held  commencing  at  10  a.m.,  on  April  16, 
1973,  in  Room  1211  of  the  Bureau  of  Nar¬ 
cotics  and  Dangerous  Drugs,  1405 1  Street 
NW.,  Washington.  DC  20537. 

Dated:  March  16, 1973. 

John  E.  Ingersoll, 
Director,  Bureau  of  Narcotics 
and  Dangerous  Drugs. 
[PR  Doc.73-63g8  Piled  3-20-73;8:45  am] 


DEPARTMENT  OF  THE  INTERIOR 

National  Park  Service 

[INTFES  73-121 

BANDELIER  POLLUTION  ABATEMENT 
PROJECT,  NEW  MEXICO 

Notice  of  Availability  of  Rnal 
Environmental  Statement 
Pursuant  to  section  102(2)  (C)  of  the 
National  Environmental  Policy  Act  of 
1969,  the  Department  of  the  Interior  has 
prepared  a  final  environmental  state¬ 
ment  for  a  proposed  Bandeller  Pollution 
Abatement  Project,  Bandeller  National 
Monument,  N.  Mex. 

The  environmental  statement  con¬ 
siders  rehabilitation  of  the  existing 
sewage  disposal  system  at  Bandeller  Na¬ 
tional  Monument,  counties  of  Sandoval 
and  Los  Alamos,  N.  Mex.,  to  eliminate 
contamination  of  the  Rio  Grande  River 
and  to  include  a  lift  station,  5,200  feet  of 
force  main,  and  2  sealed  sewage  lagoons 
totaling  0.9  acre. 

Copies  of  the  final  environmental 
statement  are'available  from  or  for  in¬ 
spection  at  the  following  locations; 

Southwest  Regional  Office,  National  Park 
Service,  Old  Santa  Fe  Trail,  Poet  Office  Box 
728,  Santa  Fe,  NM  87601. 

Superintendent,  Bandeller  National  Monu¬ 
ment,  Loe  Alamos,  N.  Mex.  87544. 

Dated:  March  14.  1973. 

W.  W.  Lyons, 
Deputy  Assistant  Secretary 
of  the  Interior. 
[FB  Doc.73-6324  Filed  8-20-78;8:46  am] 


7405 

INDIANA  DUNES  NATIONAL  LAKESHORE 
ADVISORY  COMMISSION 

Notice  of  Open  Meeting 

Notice  is  hereby  given  in  accordance 
with  the  Federal  Advisory  Committee 
Act  that  a  meeting  of  the  Indiana  Dimes 
National  Lakeshore  Advisory  Commis¬ 
sion  will  be  held  at  10  a.m.,  e.s.t.,  on  Fri¬ 
day.  April  6.  1973,  at  the  Indiana  Dunes 
National  Lakeshore  building,  Chesterton, 
Ind. 

The  purpose  of  the  Indiana  Dunes  Na¬ 
tional  Lakeshore  Advisory  Commission  is 
to  meet  and  consult  with  the  Secretary 
of  the  Interior  on  general  piollcies  and 
specific  matters  relating  to  the  adminis¬ 
tration  and  development  of  the  Indiana 
Dunes  National  Lakeshore. 

The  members  of  the  Commission  are 
as  follows: 

Mr.  William  L.  Lleber  (Chairman),  Indian¬ 
apolis,  Ind. 

Mr.  Hari^  W.  Frey,  Michigan  City,  Ind. 

Mrs.  lone  F.  Harrington,  Chesrterton,  Ind. 

Mr.  John  A.  Hlllenbrand  II,  Batesvllle,  Ind. 
Mr.  Ed  Maslulls,  Beverely  Shores,  Ind. 

Mr.  Harold  O.  Rudd,  Portage  (Ogden  Dunes) , 

Ind. 

Mr.  John  R.  Schnurleln,  Kouts,  Ind. 

The  matters  to  be  discussed  at  this 
meeting  Include; 

1.  Superintendent’s  report  on  matters 
relevant  to  Indiana  Dunes  National  Lake- 
shore  since  the  last  meeting. 

2.  Land  Acquisition  Officer’s  report  on 
matters  relevant  to  Indiana  Dunes  Na¬ 
tional  Lakeshore  since  the  last  meeting. 

3.  Discussion  of  the  Beach  Erosion 
report. 

4.  Discussion  of  West  Beach  develop¬ 
ment. 

5.  Discussion  of  Horseback  Riding 
Trails  In  Indiana  Dunes  National 
Lakeshore. 

The  meeting  will  be  open  to  the  pub¬ 
lic.  Any  member  of  the  public  may  file 
with  the  Commission  a  written  statement 
concerning  the  matters  to  be  discussed. 

Persons  wishing  further  information 
concerning  this  meeting,  or  who  wish  to 
submit  written  statements,  may  contact 
James  R.  Whitehouse,  Superintendent, 
Indiana  Dunes  National  Lakeshore,  at 
219 — 926-7561.  Minutes  of  the  meeting 
will  be  available  for  public  Inspection  3 
weeks  after  the  meeting  at  the  Superin¬ 
tendent’s  Office  of  the  Indiana  Dunes 
National  Lakeshore  located  at  the  inter¬ 
section  of  State  Park  Road  and  U.S. 
Highway  12,  Chesterton,  Ind. 

Dated:  March  9,  1973. 

Stanley  W.  Hulett, 
Associate  Director, 
National  Park  Service. 

[IR  Doc.73-5357  FUed  3-20-73:845  am] 


LYNDON  B.  JOHNSON  NATIONAL 
HISTORIC  SITE,  TEX. 

[Order  No.  1] 

Administrative  Officer;  Delegation  of 
Authority  Regarding  Purchasing  Authority 

Sec.  1.  Administrative  Officer.  The  Ad¬ 
ministrative  Officer  may  issue  purchase 
orders  not  In  excess  of  $500  for  supplies, 
equipment  or  services  In  conformity 
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with  applicable  regulations  and  statutory 
authority  and  subject  to  the  availability 
of  appropriated  funds. 

(National  Park  Service  Order  No.  66.  FB 
21218,  as  amended,  37  FB  4001,  dated  Feb¬ 
ruary  26,  1972;  Southwest  Region  Order  No. 
6,  37  FB  7722) 

Dated:  February  6,  1973. 

P.  A.  Gould, 

Superintendent,  Lyndon  B. 
Johnson  National  Historic 
Site. 

[PR  DOC.73-5S58  FUed  3-20-73;8:45  am] 


Office  of  the  Secretary 
[INT  DBS  73-161 

AUTHORIZED  GRANITE  REEF  AQUEDUCT 

Notice  of  Availability  of  Draft 
Environmental  Statement 

Pursuant  to  section  102(2)  (C)  of  the 
National  Environmental  Policy  Act  of 
1969,  the  Department  of  the  Interim*  has 
prepared  a  draft  environmental  state¬ 
ment  for  the  Granite  Reef  Aqueduct  fea¬ 
ture  of  the  Central  Arizona  Project,  Ari¬ 
zona-New  Mexico. 

The  environmental  statement  concerns 
delivery  of  Colorado  River  water  to  the 
central  service  area  of  the  project  for 
municipal.  Industrial,  and  irrigation  uses 
In  the  water-deficient  areas  of  Arizona. 
Written  comments  may  be  submitted  to 
the  Regional  Director  (address  below) 
on  or  before  May  7,  1973. 

Copies  are  available  for  inspection  at 
the  following  locations: 

Assistant  to  the  Commissioner — ^Ecology, 
Boom  7622,  Bureau  of  Reclamation,  Depart¬ 
ment  of  the  InterlcH*,  Washington,  D.C. 
20240,  telephone  202 — 343-4901. 

Division  of  Engineering  Support,  Technical 
Services  Branch,  E&R  Center.  Denver  Fed¬ 
eral  CTenter,  Denver,  Colo.  80226,  telephone 
303 — 234-3007. 

Office  of  the  Regional  Directm*,  Administra¬ 
tion  BuUding,  Bureau  of  Reclamation, 
Boulder  City,  Nev.  89006,  telephone  702- 
293-8627. 

Arizona  Projects  Office,  Bureau  of  Reclama¬ 
tion,  136  North  Second  Avenue,  Phoenix, 
AZ  85003,  telephone  602-261-3677. 

Single  copies  of  the  draft  statement 
may  be  obtained  on  request  to  the  Com¬ 
missioner  of  Reclamatim  or  the  Re¬ 
gional  Director.  In  addition,  copies  may 
be  purchased  from  the  National  Tech¬ 
nical  Information  Service,  Depsirtment 
of  Commerce,  Springfield,  Va.  22151. 
Please  refer  to  the  statement  number 
above. 

Dated:  March  14,  1973. 

W,  W.  Lyons, 
Deputy  Assistant  Secretary 
of  the  Interior. 
[FR  Doc.73-5325  Piled  3-20-73:8:45  am] 


POTTER  VALLEY  RANCHERIA,  CALIF., 
AND  INDIVIDUAL  MEMBERS 

Notice  of  Termination  of  Federal 
Supervision  Over  Property 

Notice  Is  hereby  given  of  the  deletion 
of  the  name  of  the  following  as  a  de¬ 
pendent  member  of  the  immediate  fam¬ 


ily  of  a  distributee  frmn  those  persons 
listed  in  the  July  26.  1961,  approved  No¬ 
tice  of  Terminatimi  of  Federal  Super- 


Paul  Anderson  was  an  adult  persixi 
and  was  not  a  resident  on  the  Potter 
Valley  Rancheria  when  the  Notice  of 
July  26,  1961,  was  given.  This  notice, 
with  respect  to  Paul  Anderson  who  is 
listed  as  a  deiiendent  family  member  of 
the  distributee  Mach  Williams,  rescinds, 
pro  tanto,  and  as  of  July  26,  1961,  the 
Notice  of  Termination  of  Federal  Super¬ 
vision  which  was  published  August  1, 
1961,  in  the  Federal  Register,  Vc^ume 
26,  page  6875.  This  notice  becomes  effec¬ 
tive  as  of  March  21, 1973. 

Richard  R.  Hite, 
Deputy  Assistant  Secretary 
of  the  Interior. 

March  16, 1973. 

[FR  Doc.73-5399  FUed  3-20-73;8:45  am] 


ROBERT  W.  THOMAS,  JR. 
Statement  of  Changes  in  Financial  Interests 

In  accordance  with  the  requirements 
of  section  710(b)  (6)  of  the  Defuse  Pro¬ 
duction  Act  of  1950,  as  amended,  and 
Executive  Order  10647  of  November  28, 
1955,  the  following  changes  have  taken 
place  in  my  financial  interests  during 
the  past  6  months: 

(1)  None. 

(2)  None. 

(3)  None. 

(4)  None. 

This  statement  is  made  as  of  March  28, 
1973. 

Dated:  March  7, 1973. 

Robert  W.  Thomas,  Jr. 

[FR  Doc.73-5323  FUed  3-2(^73;8:45  am] 


DEPARTMENT  OF  AGRICULTURE 

Rural  Electrification  Administration 

COLORADO  UTE  ELECTRIC  ASSOCIATION, 
INC. 

Final  Environmental  Statement 

Notice  is  hereby  given  that  the  Rural 
Electrification  Administration  has  pre¬ 
pared  a  final  environmental  statement 
in  accordance  with  section  102(2)  (C)  of 
the  National  Environmental  Policy  Act  of 
1969,  in  (x>nnection  with  a  loan  to  Colo- 
rado-Ute  Electric  Association,  Inc.,  Box 
1149,  Montrose,  CO  81401.  This  loan  in¬ 
cludes  financing  for  approximately 
thirty-three  (33)  miles  of  115  kv.  trans¬ 
mission  line  between  Blue  Mesa  and  Lake 
City,  both  in  Colorado,  an  additiim  to  the 
Blue  Mesa  terminal  of  the  Bureau  of 
Reclamation  and  a  new  substation  at 
Lake  CTity. 

Additional  information  may  be  se¬ 
cured  on  request,  submitted  to  the  As¬ 
sistant  Administrator-Electric.  Rural 
EHectrification  Administration,  U.S.  De¬ 
partment  of  Agriculture,  Washington, 
D.C.  20250.  The  Final  EJnvironmental 


vision  over  property  and  individual  mem¬ 
bers  of  the  Potter  Valley  Rancheria  in 
California. 


Statement  may  be  examined  during  reg¬ 
ular  business  hours  at  the  offices  of  REA 
in  the  South  Agriculture  Building,  12th 
Street  and  Independence  Avenue  SW., 
Washington,  D.C.,  Room  4310,  or  at  the 
borrower  address  indicated  above. 

F^al  REA  acti(Hi  with  respect  to  this 
matter  (including  any  release  of  funds) 
may  be  taken  after  thirty  (30)  days,  but 
only  after  REA  has  reached  satisfactory 
conclusicxis  with  respect  to  its  environ¬ 
mental  effects  and  after  procedural  re¬ 
quirements  set  forth  in  the  National  En¬ 
vironmental  Policy  Act  of  1969  have  been 
met. 

Dated  at  Washington,  D.C.,  this  14th 
day  of  March  1973. 

E.  C.  Weitzell, 
Acting  Administrator,  Rural 
Electrification  Administration. 

[FR  Doc.73-6352  FUed  3-20-73;8:45  am] 


Soil  Conservation  Service 

PATTERSON  WATERSHED  PROJECT, 
CALIF. 

Availability  of  Final  Environmental 
Statement 

Pursuant  to  section  102(2)  (C)  of  the 
National  Environmental  Policy  Act  of 
1969,  the  Soil  Conservation  Service,  UB. 
Department  of  Agriculture,  has  prepared 
a  final  environmental  statement  for  the 
Patterson  Watershed  Project,  Stanislaus 
County,  Calif.,  USDA-SCS-ES-WS- 
( ADM) -73-7  (F). 

The  en.vlr(xunental  statement  con¬ 
cerns  a  plan  for  watershed  protection 
and  drainage.  The  planned  works  of  im¬ 
provement  include  conservation  land 
treatment  measures  supplemented  by  (1) 
10.9  miles  of  open-joint  concrete  drain 
tile,  (2)  4.5  miles  of  closed -joint  concrete 
pipe,  and  (3)  cleaning  and  minor  deep¬ 
ening  of  1.6  miles  of  existing  (Y>en  drains. 

The  final  statement  was  transmitted  to 
the  Council  on  Ekivlronmental  Quality 
on  March  13, 1973. 

Copies  are  available  for  Inspection 
during  regular  working  hours  at  the 
following  locations: 

SoU  Conservation  Service,  USD  A,  South  Agri¬ 
culture  Building,  Room  5227,  14th  and  In¬ 
dependence  Avenue  SW.,  Waatxlngton, 

DC  20250. 

Soli  Conservation  Service,  USDA,  2020  Milvia 

Street,  Berkeley,  CA  94704. 

Copies  are  also  available  from  the  Na¬ 
tional  Technical  Information  Service, 
U.S.  Department  of  Commerce,  Spring- 
field,  Va.  22151.  Please  order  by  name 
and  number  of  statement.  The  estimated 
cost  is  $4.25. 

Copies  of  the  environmental  statement 
have  been  sent  to  various  Federal,  State, 
and  local  agencies  as  outlined  in  the 
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Council  on  Environmental  Quality 
Guidelines. 

Dated:  March  14, 1973. 

William  B.  Davey, 
Deputy  Administrator  for  Wa¬ 
tersheds,  Soil  Conservation 
Service. 

(FR  Doc.73-53e7:  Piled  3-20-73:8:46  am) 

DEPARTMENT  OF  COMMERCE 

National  Oceanic  and  Atmospheric 
Administration 

FREDRICK  J.  WOELKERS,  III  AND 
RAY  C.  RANDALL 

Notice  of  Public  Hearing  Regarding  Appli¬ 
cation  for  Economic  Hardship  Exemption 

Notice  is  hereby  given  pursuant  to  the 
provisions  of  the  Marine  Mammal  Pro¬ 
tection  Act  of  1972  (Public  Law  92-522) 
and  the  regulations  issued  (37  FR  28177) 
in  connectiwi  therewith,  that  a  hearing 
will  be  held  at  9  a.m.,  l(xial  time,  April  11, 
1973,  at  the  Kodiak  Electric  Association, 
515  Marine  Way,  Kodiak,  AK.  The  pur¬ 
pose  of  the  hearing  is  to  consider  appli¬ 
cations  for  economic  hardship  exemp¬ 
tions  from  Fredrick  J.  Woelkers,  HI,  of 
Seward,  Alaska,  to  take  no  more  than 
3,100  adult  and  pup  seals  and  sea  lions 
and  Ray  C.  Randall,  of  Port  Williams, 
Alaska,  to  take  2,500  sea  lion  pups,  for 
the  commercial  sale  of  the  hides,  meat, 
and  fat. 

Individuals  and  organizations  may  ex¬ 
press  their  views  by  appearing  at  this 
hearing  or  may  submit  written  com¬ 
ments  for  inclusion  in  the  official  record 
to  the  Regional  Director,  National  Ma¬ 
rine  Fisheries  Service,  Post  Office  Box 
1668,  Juneau,  AK  99801,  telephone  907 — 
586-7221. 

Any  inquiries  with  respect  to  this  hear¬ 
ing  should  be  directed  to  the  above  Re¬ 
gional  Director. 

Issued  at  Washington,  D.C.,  and  dated 
March  13, 1973. 

Philip  M.  Roedel, 

Director, 

National  Marine  Fisheries  Service. 

[FR  Doc.73-5327  Piled  3-20-73:8:45  am] 


National  Technical  Information  Service 
GOVERNMENT-OWNED  INVENTIONS 
Notice  of  Availability  for  Licensing 

The  inventions  listed  below  are  owned 
by  the  U.S.  Government  and  are  avail¬ 
able  for  licensing  in  accordance  with  the 
GSA  Patent  Licensing  Regulations. 

Copies  of  patent  applications,  either 
paper  copy  (PC)  or  microfiche  (MF) ,  can 
be  purchased  from  the  National  Tech¬ 
nical  Information  Service  (NTIS), 
Springfield,  Va.  22151,  at  the  prices 
cited.  Requests  for  copies  of  patent  ap¬ 
plications  must  include  the  PAT-APPL 
number  and  the  title.  Inquiries  and  re¬ 
quests  for  licensing  information  should 
be  directed  to  the  address  cited  on  the 
first  page  of  each  copy  of  the  patent 
application. 

Paper  c<H>ies  of  patents  cannot  be  pur¬ 
chased  from  NTIS  but  are  available  from 


the  Commissioner  of  Patents,  Washing¬ 
ton,  D.C.  20231,  at  $0.50  each.  Inquiries 
and  requests  for  licensing  information 
should  be  directed  to  the  Assignee  as 
indicated  on  the  copy  of  the  patent. 

Douglas  J.  Campion, 
Patent  Program  Coordinator. 
U.S.  Department  or  the  Interior 

Patent  3,679,973.  Electrogasdynsmlc  Dust 
Monitor.  Filed  October  20,  1970,  patented 
July  26,  1972.  Not  avaUable  NTIS. 

Nationai.  Aeronautics  and  Space 
Administration 

Patent  application  302,720.  Active  Air  Cush¬ 
ion  Control  System  Minimizing  Vertical 
Cushion.  Response.  Filed  November  1,  1972. 
PC  $3/MP  $0.95. 

Patent  application  298,157.  Image  Tube. 

Filed  October  16,  1972.  PC  $3/MP  $0.96. 
Patent  application  313,381.  Mossbauer  Spec¬ 
trometer  Radiation  Detector.  Filed  Decem¬ 
ber  8,  1972.  PC  $3/MP  $0.95. 

Patent  application  310,616.  Automatic  Quad¬ 
rature  Control  and  Measuring  System. 
FUed  November  29, 1972.  PC  $3/MP  $0.96. 
Patent  application  305,012.  Temperature 
Compensated  Digital  Inertial  Sensor.  Filed 
November  9,  1972.  PC  $3.50/MP  $0.96. 
Patents  iqipllcation  305,638.  Light  Shield  and 
Cooling  Apparatus.  Filed  November  10, 
1972.  PC  $3/MP  $0.95. 

Patent  application  313,390.  Emergency  Mas¬ 
ter  Control  Valve.  Filed  December  8,  1972. 
PC  $3/MP  $0.95. 

Patent  application  313,390.  Emergency  Mas¬ 
ter  Control  Valve.  Filed  December  8,  1972. 
PC  $3/MP  $0.96. 

Patent  application  294,738.  Control  for  Nu¬ 
clear  Thermionic  Power  Source.  Filed  Oc¬ 
tober  3, 1972.  PC  $3/MP  $0.95. 

Patent  application  310,611.  Structural  Panel. 
FUed  November  29,  1972.  PC  $3/MF  $0.95. 

Tennessee  Valley  Authority 

Patent  3,711,268.  StabUlzatlon  of  Pol3rphos- 
phate  FertUlzer  Solutions.  FUed  May  7, 
1971,  patented  January  16,  1973.  Not  avaU- 
able  NTIS. 

I  FR  Doc .73-5251  FUed  3-20-73:8:45  am] 


Office  of  Import  Programs 
UNIVERSITY  OF  CALIFORNIA 

Notice  of  Decision  on  Application  for 
Duty-Free  Entry  of  Scientific  Article 

The  following  is  a  decision  on  an  ap¬ 
plication  for  duty-free  entry  of  a  scien¬ 
tific  article  pursuant  to  section  6(c)  of 
the  Educational,  Scientific,  and  Cultural 
Materials  Importation  Act  of  1966  (Pub¬ 
lic  Law  89-651,  80  Stat.  897)  and  the  reg¬ 
ulations  issued  thereunder  as  amended 
(37  FR  3892  et  seq.) . 

A  copy  of  the  record  pertaining  to  this 
decision  is  available  for  public  review 
during  ordinary  business  hours  of  the 
Department  of  Commerce,  at  the  Office  of 
Import  Programs,  Department  of  Com¬ 
merce,  Washmgton,  D.C. 

Docket  No.  73-00233-00-46040.  Appli¬ 
cant:  The  Regents  of  the  University  of 
California,  405  Hilgard  Avenue,  Los  An¬ 
geles,  CA  90024.  Article:  Anticontamina¬ 
tion  device  with  accessories.  Manufac¬ 
turer:  Siemens  AG,  West  Germany.  In¬ 
tended  use  of  article:  The  article  Is  an 
accessory  to  an  existing  electron  micro¬ 
scope  being  used  for  studies  of  the  retina 
and  other  tissues  in  the  vertebrate  eye 


as  part  of  the  ongoing  research  program 
of  the  Jules  Stein  Eye  Institute. 

Comments:  No  comments  have  been 
received  with  respect  to  this  application. 

Decision:  Application  approved.  No 
instrument  or  apparatus  of  equivalent 
scientific  value  to  the  foreign  article,  for 
such  purposes  as  this  article  is  intended 
to  be  used,  is  being  manufactured  in  the 
United  States. 

Reasons:  The  application  relates  to 
an  accessory  for  an  instrument  that  had 
been  previously  imported  for  the  use  of 
the  applicant  institution.  The  article  is 
being  furnished  by  the  manufacturer 
which  produced  the  instrument  with 
which  the  article  is  intended  to  be  used 
and  is  pertinent  to  the  applicant’s 
purposes. 

The  Department  of  Commerce  knows 
of  no  similar  accessory  being  manu¬ 
factured  in  the  United  States,  which  is 
interchangeable  with  or  can  be  readily 
adapted  to  the  instrument  with  which 
the  foreign  article  is  intended  to  be  used. 

B.  Blankenheimer, 

Acting  Director, 
Office  of  Import  Programs. 

IFR  Doc.73-5346  FUed  3-20-73:8:45  am] 


UNIVERSITY  OF  CALIFORNIA,  ET  AL. 

Notice  of  Applications  for  Duty-Free  Entry 
of  Scientific  Articles 

The  following  are  notices  of  the  re¬ 
ceipt  of  applications  for  duty-free  entry 
of  scientific  articles  pursuant  to  section 
6(c)  of  the  Educational,  Scientific,  and 
Cultural  Materials  Importation  Act  of 
1966  (Public  Law  89-651;  80  Stat.  897). 
Interested  persons  may  present  their 
views  with  respect  to  the  question  of 
whether  an  instrument  or  apparatus  of 
equivalent  scientific  value  for  the  pur¬ 
poses  for  which  the  article  is  intended 
to  be  used  is  being  manufactured  in  the 
United  States.  Such  comments  must  be 
filed  in  triplicate  with  the  Director,  Spe¬ 
cial  Import  Programs  Divison,  Office  of 
Import  Programs,  Washington,  D.C. 
20230,  on  or  before  April  10,  1973. 

Amended  regulations  issued  under 
cited  Act,  as  published  in  the  Feb¬ 
ruary  24,  1972  issue  of  the  Federal  Reg¬ 
ister,  prescribe  the  requirements 
applicable  to  comments. 

A  copy  of  each  application  is  on  file, 
and  may  be  examined  during  ordinary 
Commerce  Department  business  hours 
at  the  Special  Import  Programs  Division, 
Department  of  Commerce,  Washington, 
D.C. 

Docket  No.  73-00341-65-46040.  Appli¬ 
cant:  University  of  California,  Lawrence 
Berkeley  Laboratory,  East  Enel  of  Hearst 
Avenue,  Berkeley,  Calif.  94720.  Article; 
Electron  Microscope,  Model  EM  301,  and 
accessories.  Manufacturer:  Philips  Elec¬ 
tronic  Instruments,  NVD.,  The  Nether¬ 
lands.  Intended  use  of  article:  The  ar¬ 
ticle  is  intended  to  be  used  for  basic 
research  on  the  relation  between  micro - 
structure  and  properties  of  materials. 
Specimens  of  various  alloys,  ceramics  and 
biological  materials  wUl  be  studied  di¬ 
rectly  in  the  microscope.  The  objectives 
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of  this  research  are  to  characterize  struc¬ 
ture  so  the  Laboratory  can  understand 
behavior  of  materials.  Application  re¬ 
ceived  by  Commissioner  of  Customs: 
January  30,  1973. 

Docket  No.  73-00385-33-46040.  AppU- 
cant:  University  of  Minnesota,  School  of 
Medicine,  Duluth,  2205  East  Fifth  Street, 
Duluth,  MN  55812.  Article:  Electron  Mi¬ 
croscope,  Model  EM  201.  Manufacturer: 
Philips  Electronic  Instruments,  NVD, 
The  Netherlands.  Intended  use  of  arti¬ 
cle:  The  article  Is  intended  to  be  used  for 
experimentation  with  the  carbohydrate- 
rldi  substances  (glycoproteins,  muco¬ 
polysaccharides  or  glycosamlnoglycans) 
located  intra-  or  extra-cellularly  In  a 
variety  of  tissues  Including:  H\unan 
sweat  and  salivary  glands  from  normal 
individuals  and  those  afflicted  with  c3^tlc 
fibrosis,  rabbit  and  human  ovlducal  tis¬ 
sues  obtained  under  a  variety  of  hor¬ 
monal  states,  and  cat  and  human  small 
Intestinal  tis^es  obtained  under  a  vari¬ 
ety  of  nutritional  states.  The  bulk  of  the 
morphochemlcal  experiments  will  In¬ 
volve  the  ultiastructural  localization  of 
extra-  or  Intracellular  glycoproteins  and 
glycosamlnoglycans  in  a  variety  of  nor¬ 
mal  and  abnormal  epithelial  and  connec¬ 
tive  tissues  by  means  of  cytochemistry 
and/or  autoradiography.  In  addition  the 
article  will  be  used  In  the  following 
courses  open  to  undergraduate  science 
majors,  imdergraduate  medical  students, 
postdoctoral  fellows,  graduate  students, 
and  local  phsrslclans  who  have  an  ex¬ 
pressed  Interest  In  high  voltage  micros¬ 
copy  and  associated  techniques: 

Introduction  to  Ultrastructure; 

Introduction  to  Electron  Microscopy; 

Advanced  Methodology  In  Microscopy; 

Ultrastructural  Cytochemistry; 

Problems  Course  In  Electron  Micros¬ 
copy. 

Application  received  by  Commissioner  of 
Chistmns:  February  6, 1973. 

Docket  No.  73-00386-33-40700.  Appli¬ 
cant:  .  Georgia  Institute  of  Technology, 
School  of  Biology,  225  North  Avenue 
NW.,  Atlanta,  GA  30332.  Article;  Re¬ 
search  Irradiator,  Model  Gammabeam 
lOOC  and  accessories.  Manufacturer: 
Atomic  Energy  of  Canada  Ltd.,  (Canada. 
Intended  use  of  article:  The  article  Is 
Intended  to  be  used  to  facilitate  Investi¬ 
gation  of  the  mutagenic  effects  of  low 
level  radiation  on  mammalian  systems  as 
well  as  varied  studies  of  the  effects  of 
low  to  moderate  radiation  doses  on  the 
genetic  and  physiological  systems  of  liv¬ 
ing  organism,  or  of  non-living  materials. 
The  article  will  also  be  used  in  biology 
courses  in  attempts  to  develop  an  under¬ 
standing  of  radiation,  particularly  ion¬ 
izing  radiation,  and  its  effect  upon  bio¬ 
logical  systems.  Application  received  by 
Commissioner  of  CTustoms:  February  21, 
1973. 

Docket  No.  73-00387-00-46040.  Appli¬ 
cant:  University  of  California,  Los 
Angeles,  405  Hilgard  Avenue,  Los  An¬ 
geles,  CA  90024.  Article:  Decontamina¬ 
tion  Device  for  ETmiskop  I  Electron 
Microscope.  Manufacturer:  Siemens  AG, 
West  Germany.  Intended  use  of  article: 


The  article  Is  an  accessory  to  an  exist¬ 
ing  electron  microscope  to  be  used  in  In¬ 
vestigations  which  will  Involve  serial  sec¬ 
tion  ultrastructural  study  of  the  Inner¬ 
vation  of  the  kidney,  the  development  of 
the  inner  ear  of  the  tadix>le,  lateral  line 
organs  and  electron  microscopic  exam¬ 
ination  of  subcellular  fractions  of  kidney 
tissue.  The  article  will  also  be  used  In  the 
course.  Biology  596 — ^Individual  Graduate 
Studies  for  training  purposes  in  the  use 
of  the  electron  microscope.  Application 
received  by  Commissioner  of  Customs: 

T^ppinhPT*  IQ  10*79 

Docket  No.  73-()0388-33-46040.  Appli¬ 
cant:  University  of  Rochester,  Medical 
Center,  260  Crittenden  Boulevanl,  Roch¬ 
ester,  NY  14642.  Article:  Electron 
Microscope,  Model  EM  201.  Manufac¬ 
turer:  Philips  Electronic  Instruments, 
NVD,  The  Netherlands.  Intended  use  of 
article:  The  arUcle  Is  Intended  to  be  used 
for  the  examinaticxi  by  electron  micros¬ 
copy  of  the  fine  structural  features  of 
brain  tumor  cells  in  culture  with  particu¬ 
lar  attenticm  given  to  a  search  for  viral 
particles,  and  for  cellular  features  which 
correlate  with  tumor  malignancy  and  in¬ 
vasiveness.  In  addition,  morphologic 
characteristics  will  be  correlate  with 
metabolic  properties  determined  by 
physiological  and  biochemical  methods. 
An  important  aspect  of  these  studies  will 
be  an  assessment  of  the  Infiuence  of 
chemical  substances  (or  physical  con¬ 
ditions  such  as  irradiation)  which  might 
therefore,  have  applicability  In  the  treat¬ 
ment  of  patients  with  brain  tumors.  Ap- 
plicatim  received  by  Commissioner  of 
Chstoms:  February  13, 1973. 

Docket  No,  73-00389-33-46040.  Appli¬ 
cant:  University  of  Washington,  Depart¬ 
ment  of  Biological  Structure,  Seattle, 
Wash.  98195.  Article:  Electron  Micro¬ 
scope,  Model  EM  201  and  accessories. 
Mamifacturer:  Philips  Electronic  Instru¬ 
ments,  NVD,  The  Netherlands.  Intoided 
use  of  article:  The  article  is  intended  to 
be  used  In  a  broadly  directed  research 
program  which  Is  Intended  to  acquire  a 
better  understanding  of  the  fine  struc¬ 
ture  of  tissues  in  terms  of  their  constit¬ 
uent  cells  organelles  and,  whenever  pos¬ 
sible,  to  relate  their  structiu^  to  physio¬ 
logical  or  mechanical  fimction.  The 
sp>ecific  research  programs  include  the 
f  (lowing: 

(a)  Tracing  of  nuage  material  in  the 
germ  cells  of  juvenile  and  adult  rat  testes 
as  well  as  the  germ  cells  of  fetuses  and 
embryos,  both  male  and  female  to  In¬ 
vestigate  the  time  sequence  of  formation 
or  turnover  of  the  nuage  material. 

(b)  Investigation  of  the  intracellular 
organelles  known  as  microbodies,  par¬ 
ticularly  their  occurrence  in  the  Int^ti- 
nal  epithelial  cells  of  the  chicken. 

(c)  Examination  of  the  sperm  ultra- 
structure  of  Asiatic  water  buffalo  for 
selective  lysis  of  membranes  and  intra¬ 
cellular  structural  element. 

(d)  Studies  on  the  structiu^  of  capO- 
laries  and  the  endothelium  of  large  blood 
vessels,  using  the  dye  ruthenium  red  to 
trace  the  extent  and  organization  of  the 
extraneous  cell  coat  material  which,  on 
the  luminal  siuface  of  endothelial  cells. 
Is  known  as  the  endocapillary  layer. 


(e)  Tracing  the  morphology  of  various 
organelles  in  the  female  germ  cells  as 
they  mature  into  oogonia. 

(O  Assessment  of  the  response  of  pi¬ 
tuitary  somatotroph  cells  in  the  rat  pars 
dlstalls  when  Incubated  with  growth 
hormone-releasing  and  inhibiting  fac¬ 
tors.  Application  received  by  Commis¬ 
sioner  of  Customs:  February  11,  1973. 

Docket  No.  73-00390-33^6040.  Appli¬ 
cant:  Virginia  Ccmimonwealth  Univer¬ 
sity,  Medical  College  of  Virginia,  12th 
and  Broad  Streets,  Box  262,  Richmond, 
VA  23298.  Article:  Electron  Microscope, 
Model  HS-8.  Manufacturer:  Hitachi 
Ltd.,  Japan.  Intended  use  of  article:  The 
article  Is  Intended  to  be  used  primarily 
by  ophthalmic  trainees  who  have  decided 
on  a  futme  academic  career,  by  Ph.  D. 
candidates  interested  in  vision  and  by 
special  post-graduate  fellows  to  obtain 
knowledge  and  skill  in  transmission  elec¬ 
tron  microscopy.  The  article  will  also  be 
used  for  studies  of  materials  related  to 
ocular  tissue,  normal  and  pathological, 
derived  from  human  and  animal  eyes 
and  their  adnexa,  and  cells  grown  In 
cell  cultm*e.  Experiments  to  be  conducted 
include  the  following: 

(a)  Study  of  fine  structural  morpho¬ 
logical  changes  of  comeal  epithelium 
from  glaucomatous  human  and  animal 
eyes  to  explain  clinically  observable 
pathologic  manifestations  In  this  disease. 

(b)  To  relate  anterior  chamber  angle 
deformities  observable  by  electron  micro¬ 
scope  studies  to  clinical  malfunction  in 
congenital  glaucoma  and  to  trace  such 
possible  morphological  changes  back  to 
the  embnronic  devel<^Mnent  of  the  eye 
in  experimental  bupthalmic  rabbit 
strains.  Application  received  by  Com¬ 
missioner  of  Customs:  February  8,  1973. 

Docket  No.  73-00391-33-46040.  Appli¬ 
cant:  Children’s  Hospital  of  Pittsbxugh, 
125  DeSoto  Street,  Pittsbiugh,  PA 
15213.  Article:  Electron  Microscope, 
Model  EM  201.  Manufacturer:  Philips 
ITeotronlc  Instruments,  NVD,  The  Neth¬ 
erlands.  Intended  use  of  article:  The 
article  Is  intended  to  be  used  In  the 
study  of  pediatric  tumors  (hunphomas, 
round  cell  tumors,  soft  tissue  sarcomas, 
etc.).  These  tumors  are  examined  elec¬ 
tron  microscopically  for  specific  ultra- 
structural  changes  that  help  identify 
them  and  provide  knowledge  about 
tumor  formation.  They  are  also  simul¬ 
taneously  checked  for  the  presence  of 
viral  particles,  which  may  trigger  tumor 
production.  Additional  studies  Invcrfve: 

(a)  Concentrated  studies  of  specific 
viruses, 

(b)  Proper  fixation  of  the  nucleus 
using  a  mouse  liver  model,  and 

(c)  Determination  of  the  ultrastruc¬ 
tural  changes  that  result  from  the  dis¬ 
ease  process  in  various  organs. 

The  article  will  also  be  used  in  the 
Introductory  Course  to  Electron  Micros¬ 
copy  designed  to  provide  a  basic  knowl¬ 
edge  of  electron  microsc(H>ic  techniques 
to  residents  and  interns  rotating  through 
the  Pathology  Department  of  the  hos¬ 
pital  on  a  short-term  basis  (3-6  months) . 
Application  received  by  Commissioner 
of  Customs:  February  15,  1973. 
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Docket  No.  73-00392-33-46040.  Appli¬ 
cant:  University  of  Hawaii  Pacific  Bio¬ 
medical  Research  Center,  1960  East- 
West  Road,  Honolulu,  HI  96822.  Article: 
Electron  Microscope,  Model  EM  201. 
Manufacturer:  Philips  Electronic  Instru¬ 
ments  NVD,  The  Netherlands.  Intended 
use  of  article:  The  article  is  intended  to 
be  used  to  investigate  the  structure  of 
the  cells  and  subcellular  organelles  of  a 
variety  of  Invertebrate  animals  in  the 
course  of  investigations  of  (1)  the  mech¬ 
anism  of  motility  of  cilia  and  flagella 
and  of  chromosome  movement  in  the 
mitotic  apparatus:  (2)  the  fibrillar 
structures  involved  in  the  furrowing  of 
cells  during  division;  (3)  the  break¬ 
down  of  the  cortical  granules  and  the 
formation  of  the  hyaline  layer  at  ferti¬ 
lization;  and  (4)  the  structure  of  the 
egg  cortex  and  its  role  in  embryonic 
determination.  The  article  will  also  be 
used  in  training  graduate  students  in 
electron  microscopy  as  part  of  the  doc¬ 
toral  program  in  the  areas  of  biological 
research  as  described  above.  Applica¬ 
tion  received  by  Commissioner  of  Cus¬ 
toms;  February  12, 1973. 

Docket  No.  73-00393-33-46500.  Appli¬ 
cant:  Princeton  University,  Biology  De¬ 
partment,  Guyot  Hall,  Washington  Road, 
Princeton,  N.J.  08540.  Article:  Ultrami¬ 
crotome,  Model  LKB  8800A.  Manufac¬ 
turer:  LKB  Produkter  AB,  Sweden.  In¬ 
tended  use  of  article:  The  article  is 
Intended  to  be  used  to  cut  ultrathin  sec¬ 
tions  of  biological  materials  which  in¬ 
clude  plant  and  animal  tissues  and  sev¬ 
eral  types  of  bacterial  cells  and  viruses. 
These  sections  will  be  used  in  perform¬ 
ing  various  experiments  in  the  projects 
listed  below: 

1.  Aggregation  and  Differentiation  of  Cellu¬ 
lar  Slime  Molds. 

2.  Sense  Receptors  In  Blowflies. 

3.  Neuroblology  of  the  Slug. 

4.  Polar  Regeneration  and  Cell  Differentia¬ 
tion  In  Apical  Growth  Regions  of  Plants. 

5.  Fine  Structure  of  Organelles  In  Lumi¬ 
nescent  Bacteria  and  Aquatic  Animals. 

6.  Developmental  Neurophysiology  and 
Anatomy  of  the  Auditory  Pathways  In  Buds. 

7.  Structure  of  Viruses  and  Their  Nucleic 
Acids. 

8.  Structural  Aspects  of  Reproductive 
Physiology  In  Rodents. 

9.  Plant  Teratomas,  Chloroplast  Develop¬ 
ment,  Directed  Changes  In  Tumor  Heredity. 

10.  Developmental  Changes  In  Caulobacter 
crescentus. 

11.  Effects  of  Cyclic  AMP  on  Microtubules 
and  Plbrlles  In  CHo  Cells  Cultured  in  vitro. 

12.  Electron  Microscopy  and  Ultrastructure 
of  Plant  and  Animal  Cells. 

13.  Spermlogenesls  In  D.  melanogaster. 
Anatomical  Analysis  Genetic  Defects. 

14.  The  Roll  of  Cell  Surface  and  Adhesive¬ 
ness  In  Developmental  Processes. 

15.  Developmental  Studies  on  the  Nervous 
System  of  Xenopus. 

Application  received  by  Commissioner  of 
Customs:  February  23,  1973. 

Docket  No.  73-00394-33-46500.  Appli¬ 
cant:  University  of  Western  Florida,  Bi¬ 
ology  Department,  Pensacola,  Fla.  32504. 
Article:  Ultramicrotome,  Model  LKB 
4800-NM.  Manufacturer:  LKB  Produkter 
AB,  Sweden.  Intended  use  of  article:  The 
article  is  intended  to  be  used  to  section 
biological  specimens  including  marine 
plants  and  animals.  The  experiments 


to  be  conducted  include:  (1)  Studies  on 
the  effects  of  pesticides  on  the  subcellu¬ 
lar  structure  of  marine  algae;  (2)  a 
comparative  study  of  the  renal  pericar¬ 
dial  complex  in  gastropods’;  (3)  descrip¬ 
tive  studies  of  subcellular  structure  in 
algae  belonging  to  the  phyla  Chrysophyta 
and  Pyrrophyta;  (4)  an  ultrastructural 
study  of  the  Siphonophores  (jelly  fish) 
Agalma  and  Physalia.  The  article  will 
also  be  used  in  teaching  a  course  in  Cell 
Biology.  Application  received  by  Com¬ 
missioner  of  Customs;  February  23,  1973. 

Docket  No.  73-00295-98-90000.  Appli¬ 
cant:  Georgia  Institute  of  Technology, 
Atlanta,  Ga.  30332.  Article:  Lithium- 
Drifted  silicon  x-ray  and  electron  de¬ 
tector.  Manufacturer:  SIMTEC  Indus¬ 
tries,  Inc.,  Canada.  Intended  use  of  arti¬ 
cle:  The  foreign  article  will  be  used  in 
several  basic  academic  research  pro¬ 
grams  Including  some  to  be  undertaken 
as  Ph.  D.  thesis  work.  These  programs 
will  investigate  inner  shell  transitions 
involving  M,,  5  subshell  electrons,  L,  sub¬ 
shell  fluorescence  and  Coster-Kronig 
yields  and  mean  L-shell  fluorescence 
yields.  Application  received  by  Commis¬ 
sioner  of  Customs:  December  13,  1972, 

B.  Blankenheimer, 

Acting  Director, 
Office  of  Import  Programs. 

|FR  Doc.73-6345  Filed  3-20-73; 8; 45  am] 


Social  and  Economic  Statistics 
Administration 

NUMBER  OF  EMPLOYEES,  TAXABLE 
WAGES,  GEOGRAPHIC  LOCATION,  AND 
KIND  OF  BUSINESS  FOR  ESTABLISH¬ 
MENTS  OF  MULTIUNIT  COMPANIES 

Notice  of  Determination  for  Surveys 

In  conformity  with  title  13,  United 
States  Code,  sections  181,  224,  and  225, 
and  due  notice  of  consideration  having 
been  published  on  February  12,  1973 
(38  FR  4279),  I  have  determined  that  a 
first  quarter  1973  survey  of  selected 
multiunit  companies  is  needed  to  col¬ 
lect  information  for  the  1973  County 
Business  Patterns  Report.  The  survey  is 
similar  to  those  conducted  for  previous 
County  Business  Patterns  Reports  and 
is  designed  to  collect  information  on 
number  of  employees,  taxable  wages, 
geographic  location,  and  kind  of  busi¬ 
ness  for  establishments  of  selected  multi¬ 
unit  companies.  The  data  will  have 
significant  application  to  the  needs  of 
the  public  and  to  governmental  agencies 
and  are  not  publicly  available  from  non¬ 
governmental  or  governmental  sources. 

Report  forms  will  be  furnished  to 
firms  included  in  the  survey  and  addi¬ 
tional  copies  of  the  forms  are  available 
on  request  to  the  Director,  Bureau  of  the 
Census,  Washington,  D.C.  20233. 

I  have,  therefore,  directed  that  a  sur¬ 
vey  be  conducted  for  the  purpose  of  col¬ 
lecting  these  data. 

Dated:  March  15.  1973. 

Joseph  R.  Wright,  Jr,, 
Acting  Administrator,  Social  and 
Economic  Statistics  Adminis¬ 
tration. 

[FR  Doc.73-6365  FUed  3-20-73;8:45  am] 


DEPARTMENT  OF  HEALTH, 
EDUCATION,  AND  WELFARE 
Food  and  Drug  Administration 
ADVISORY  COMMITTEES 
Notice  of  Meetings 

Pursuant  to  the  Federal  Advisory  Com¬ 
mittee  Act  of  October  6,  1972  (Public 
Law  92-463,  86  Stat.  770-776),  the  Food 
and  Drug  Administration  announces  the 
following  public  advisory  committee 
meetings  and  other  required  information 
in  accordance  with  provisions  set  forth 
in  section  10(a)  (1)  and  (2)  of  the  Act: 


Committee  Type  of  meeting 

name  Date,  time,  place  and/or 

contact  person 


1.  Panel  on 
Keview  of 
Cold,  Cough, 
Allergy, 
Broncho- 
dilator,  and 
Antiasih- 
niatic 
.Agents. 


Apr.  6  and  6, 

9  a.m..  Room 
1409,  200  C 
Street  SW., 
Washington, 
DC. 


Open  Apr.  6,  9  a.m. 
to  10  a.m.,  closed 
Apr.  6  after  10 
a.m.,  closed 
Apr.  6.  Thomas 
DcCillis,  Room 
ion  09,  6600 
Fishers  Lane, 
Rockville,  MD 
20882,  301—143- 
4960. 


Purpose.  Reviews  and  evaluates  avail¬ 
able  information  concerning  safety 
and  effectiveness  of  active  ingredients 
in  currently  marketed  nonprescription 
drugs  containing  cold,  cough,  allergy, 
bronchodilator,  and  antiasthmatic 
agents. 

Agenda.  Continuing  review  of  over- 
the-counter  drug  products  under 
investigation. 


Committee 

name 

Dale,  time,  place 

Type  of  meeting 
and,  or 

contact  person 

2.  National 

Apr.  8  and  6, 

Open — Lloyd  B. 

Advisory 

9  a.m..  Con- 

Tepper,  M.D., 

Dnig 

fercnce  Room 

Room  14-87, 

Commltti'e. 

O,  Parklawn 
Bldg.,  8600 
Fishers  Lane, 
Rockville, 

MD. 

8600  Fishers  Lane, 
Rockville,  MD 
20852,  301— 

443  3216. 

Purpose.  Advises  the  Commissioner  of 
Food  and  Drugs  on  policy  matters  of  na¬ 
tional  significance  relating  to  safety  and 
effectiveness  of  drugs,  and  serves  as  a 
foriun  for  exchange  of  views  and 
recommendations. 

Agenda.  Proposal  for  expanding  use 
of  advisory  committees  to  aid  FDA  deci¬ 
sion  making,  OTC  drugs  efficacy  review, 
OTC  drug  labeling,  drug  experience 
reporting  systems,  and  risk-benefit 
deliberations. 


Committee  Type  of  7iieeting 

name  Date,  time,  place  and/Or 

contact  jx'rson 


3.  Panel  on 
Review  of 
Topical 
Analgesics. 


Apr.  10  and  11, 
9  a.m..  Con¬ 
ference  Room 
M,  Parklawn 
Bldg.,  6600 
Fishers  Lane, 
Rockville, 
MD. 


Open  Apr.  10,  9 
a.m.  to  10  a.m., 
closed  Apr.  10 
after  10  a.m., 
closed  Apr.  11. 

Lee  Geismar, 
Room  lOB-06. 

6600  Fishers  Lane, 
Rockville,  MD 
20862,301— 443-496a 
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Purpose.  Reviews  and  evaluates  avail¬ 
able  data  concerning  safety  and  effec¬ 
tiveness  of  active  Ingredients  of  cur¬ 
rently-marketed  nonprescription  drug 
products  containing  topical  analgesics. 

Agenda.  Continuing  review  of  over- 
the-counter  topical  analgesic  drug  prod¬ 
ucts  under  investigation. 


Committee 

name 

Date,  time,  place 

Type  of  meeting 
and/or 

contact  person 

4.  PsiwI  on 
Review  of 
Internal 
Analgesics. 

Apr.  12  and  IS, 

9  a.m..  Con¬ 
ference  Room 
K,  Parklawn 
Bldg.,  6600 
Fisbm  Lane 
Rockville, 

MD. 

Open  Apr.  12,  9  a-m; 
to  10  a.m.,  closed 
Apr.  12  after  10 
a.m.,  closed  Apr. 
13.  Lee  Oelsmar, 
Room  lOB-06, 

5600  Fishers  Lane, 
Rockvllte,  MD 
30852, 301—443  4980. 

Purpose.  Reviews  and  evaluates  avail¬ 
able  data  concerning  safety  and  effective¬ 
ness  of  active  ingredients  of  currently- 
marketed  nwiprescription  drug  products 
containing  internal  analgesics. 

Agenda.  Continuing  review  of  over- 
the-counter  internal  analgesic  drug 
products  under  investigation. 

Committee 

name 

Date,  time,  place 

Type  of  meeting 
and/or 

contact  person 

S.  Cardiovas¬ 
cular  and 
Renal  Advis¬ 
ory  Commit¬ 
tee. 

Apr.  13,  9  a.m.. 
Conference 
Room  A, 
Parklawn 
Bldg.,  5600 
Fishers  Lane, 
Rockville, 

MD. 

Open  9  a.m.  to  3  p.m., 
closed  after  3  p.m. 
John  B.  Mac¬ 
Gregor,  M.D., 
Room  16B-20, 

5600  Fishers  Laite, 
Rockville,  MD 
20852,  301—443- 
4730. 

Purpose.  Advises  the  Commissioner  of 
Food  and  Drugs  regarding  safety  and 
efficacy  of  drugs  employed  in  the  treat¬ 
ment  of  cardiovascular  and  renal 
disorders. 

Agenda.  Propranolol — reappraisal  of 
safety  and  efficacy  in  angina  pectoris. 
Opening  remarks,  company  remarks,  ad¬ 
ditional  remarks  (requests  to  make  pres¬ 
entation  must  be  submitted  in  writing 
1  week  prior  to  meeting  and  should  in¬ 
clude  reprints  and/or  documentation — 
time  limit  is  10  minutes  per  presenta¬ 
tion)  ,  and  review  of  literature  by 
committee. 

Committee 

nume 

Date,  time,  place 

Type  of  meeting 
and/or 

contact  person 

0.  Radiological 
Health  Re¬ 
search  and 
Training 
Grants  Re¬ 
view  Com¬ 
mittee. 

Apr.  13  and  U, 

9  a.m..  Room 
400  12720 
Twlnbrook 
Pkwy.,  Rock- 
viUe,  MD. 

Open  Apr.  13,  9  a.m. 
to  10  a.m.,  closed 
Apr.  13  after  10 
a.m.,  closed  Apr. 
14.  Norman  Tellee, 
M.D..  Room  7-67, 
5600  Fishers  Lane, 
RockviUe,  MD 
20862,  301—433- 
4463. 

Purpose.  Provides  scientific  and  tech¬ 
nical  review  of  all  research  and  training 
grant  applications  in  the  areas  of  Indi¬ 
vidual  and  public  health  hazards  asso¬ 
ciated  with  radiation.  Makes  recommen¬ 
dations  concerning  scientific  merit  of 
grant  applications. 

Agenda.  Review  of  research  and  train¬ 
ing  grant  applications. 


CommtttM 

name 

Date,  time,  place 

Type  of  meeting 
and/or 

contact  person 

7.  Panel  on 
Review  of 
Dental 
Devices. 

Apr.  16, 9A0 
a.m..  Room 
6021,  300  C 

SL  SW., 

Washington, 

DC. 

Open  9:30  a.m.  to 

10:30  a.m.,  closed 
after  lOAO  a.m. 
David  M.  Link, 
Room  212B,  1901 
Chapman  Ave., 
Rockville,  MD 
30852,  301-443- 
1743. 

Purpose.  Reviews  and  evaluates  avail¬ 
able  information  concerning  safety, 
effectiveness,  and  reliability  of  dental 
devices  currently  in  use. 

Agenda.  Review  of  endodontic,  opera¬ 
tive,  and  orthodontic  materials  and  de¬ 
vices  which  come  in  physical  contact 
with  the  patient. 

Committee 

name 

Date,  time,  place 

Type  of  meeting 
and/or 

contact  person 

8.  Panel  on 
Review  of 
Sedative, 
Tranquiliier, 
and  Sleep 

Aid  Drugs. 

Apr.  19  and  30, 

9  a.m..  Con¬ 
ference  Room 
C,  Parklawu 
Bldg.,  6600 
Fishers  Lane, 
Rockville, 
MD. 

Open  Apr.  19,  9  a.m. 
to  10  a.m.,  closed 
Apr.  19  after  10 
a.m.,  closed 

Apr.  20.  Michael 
Kennedy,  Room 
lOB-05,  5600 

Fishers  Lane, 
Rockville,  MD 
20852,  301-443- 
4960. 

Purpose.  Reviews  and  evaluates  avail¬ 
able  information  concerning  safety  and 
effectiveness  of  active  ingredients  of  cur¬ 
rently-marketed  nonprescription  drugs 
containing  sedative,  tranquilizer,  and 
sleep  aid  agents. 

Agenda.  Continuing  review  of  over- 
the-counter  drug  products  imder  investi¬ 
gation. 

Committee 

name 

Date,  time,  place 

Type  of  meeting 
and 

contact  person 

9.  Neurophar¬ 
macology 
Advisory 
Committee. 

Apr.  23,  9  a.m.. 
Conference 
Room  M, 
Parklawn 
Bldg.,  6600 
Fishers  Lane, 
Rockville, 
MD. 

Open  9  a.m.  to  10 
a.m.,  closed  after 

10  a.m.  Barrett 
SooviUe,  M.D., 
Room  lOB-40, 

5600  Fishers  Lane, 
RockviUe,  MD 
20862,  301—443- 
4020. 

Purpose.  Advises  the  Commissioner 
of  Pood  and  Drugs  regarding  safety 
and  efiBcacy  of  drugs  employed  in 
neuropharmacology. 

Agenda.  Cylert  (pemoline  magnesium) 
studies. 


Committee 

name 

Type  of  meeting 
Date,  time,  place  and/or 

contact  person 

10.  Panel  on 

Apr.  26-27,  0 

Open  Apr.  28,  9 

Review  of 

a.m..  Con- 

a.m.  to  10  a.m.. 

Anti-micro- 

ference  Room 

closed  Apr.  26  after 

blal  Agents. 

A,  6600  Fish¬ 
ers  Lane, 
Rockville, 
MD. 

10  a.m.,  closed 

Apr.  26  and  27. 
Michael  Kennedy, 
Room  lOB-06, 

6600  Fishers  Lane, 
Rockville,  MD 
20862,  301—443- 
4960. 

Purpose.  Reviews  and  evaluates  avail¬ 


able  information  concerning  safety  and 
effectiveness  of  currently-marketed  non¬ 


prescription  drugs  containing  antimicro¬ 
bial  agents. 

Agenda.  Continuing  review  of  over- 
the-counter  antimicrobial  agents  imder 
investigation. 

Agenda  items  are  subject  to  change  as 
priorities  dictate. 

During  the  open  sessions  shown  above, 
interested  persons  may  present  relevant 
information  or  views  orally  to  any  com¬ 
mittee  for  its  consideration.  Information 
or  views  submitted  to  any  committee  in 
writing  before  or  during  a  meeting  shall 
also  be  considered  by  the  committee. 

A  list  of  committee  members  and  sum¬ 
mary  minutes  of  meetings  may  be  ob¬ 
tained  from  the  contact  person  for  the 
committee  both  for  meetings  open  to  the 
public  and  those  meetings  closed  to  the 
public  in  accordance  with  section  10(d) 
of  the  Federal  Advisory  Committee  Act. 

Most  Pood  and  Drug  Administration 
advisory  committee  are  created  to  advise 
the  Commissioner  of  Pood  and  Drugs 
on  pending  regvilatory  matters.  Recom¬ 
mendations  made  by  the  committees  on 
these  matters  are  intended  to  result  in 
action  imder  the  Federal  Food,  Drug, 
and  Cosmetic  Act,  and  these  committees 
thus  necessarily  participate  with  the 
Commissioner  in  exercising  his  law  en¬ 
forcement  responsibilities. 

The  Freedom  of  Information  Act  rec¬ 
ognized  that  the  premature  disclosure 
of  regulatory  plans,  or  indeed  internal 
discussions  of  alternative  regulatory  ap¬ 
proaches  to  a  specific  problem,  could 
have  adverse  effects  upon  both  public 
and  private  interests.  Congress  recog¬ 
nized  that  such  plans,  even  when  final¬ 
ized,  may  not  be  made  fullv  available  in 
advance  of  the  effective  date  without 
damage  to  such  interests,  and  therefore 
provided  that  this  type  of  discussion 
would  remain  confidential.  Thus,  law  en¬ 
forcement  activities  have  long  been  rec¬ 
ognized  as  a  legitimate  subject  for 
confidential  consideration. 

These  committees  often  must  consider 
trade  secrets  and  other  confidential  in¬ 
formation  submitted  by  particular 
manufacturers  which  the  Food  and  Drug 
Administration  by  law  may  not  disclose, 
and  which  Congress  has  included  within 
the  exemptions  from  the  Freedom  of  In¬ 
formation  Act.  Such  information  includes 
safety  and  effectiveness  information, 
product  formulation,  and  manufacturing 
methods  and  procedures,  all  of  which 
are  of  substantial  competitive  impor¬ 
tance. 

In  addition,  to  operate  most  effective¬ 
ly.  the  evaluation  of  specific  drug  or 
device  products  requires  that  members 
of  committees  considering  such  regula¬ 
tory  matters  be  free  to  engage  in  full  and 
frank  discussion.  Members  of  committees 
have  frequently  agreed  to  serve  and  to 
provide  their  most  candid  advice  on  the 
understanding  that  the  discussion  would 
be  private  in  nature.  Many  experts  would 
be  imwilling  to  engage  in  candid  public 
discussion  advocating  regulatory  action 
against  a  specific  product.  If  the  com¬ 
mittees  were  not  to  engage  in  the  delib¬ 
erative  portions  of  their  work  on  a  con¬ 
fidential  basis,  the  consequent  loss  of 
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frank  and  full  discussion  among  com¬ 
mittee  members  would  severely  hamper 
the  value  of  these  committees. 

The  Food  and  Drug  Administration  is 
relying  heavily  on  the  use  of  outside  ex¬ 
perts  to  assist  in  regulatory  decisions. 
The  Agency’s  regulatory  actions  imiquely 
affect  the  health  and  safety  of 
every  citizen,  and  it  Is  imperative  that 
the  best  advice  be  made  available  to  it 
on  a  continuing  basis  in  order  that  it 
may  most  effectively  carry  out  its 
mission. 

A  determination  to  close  part  of  an 
advisory  committee  meeting  does  not 
mean  that  the  public  should  not  have 
ready  access  to  these  advisory  commit¬ 
tees  considering  regulatory  issues.  A  de¬ 
termination  to  close  the  meeting  is  sub¬ 
ject  to  the  following  conditions:  First, 
any  Interested  person  may  submit  writ¬ 
ten  data  or  information  to  any  commit¬ 
tee,  for  its  consideration.  This  informa¬ 
tion  will  be  accepted  and  will  be  con¬ 
sidered  by  the  committee.  Second,  a  por¬ 
tion  of  every  committee  meeting  will  be 
open  to  the  public,  so  that  interested 
persons  may  present  any  relevant  in¬ 
formation  or  views  orally  to  the  com¬ 
mittee.  The  period  for  open  discussion 
will  be  designated  in  any  annoimcement 
of  a  committee  meeting.  Third,  only  the 
deliberative  portion  of  a  committee 
meeting,  and  the  portion  dealing  with 
trade  secret  and  confidential  informa¬ 
tion,  will  be  closed  to  the  public.  The 
portion  of  any  meeting  during  which 
nonconfidential  information  is  made 
available  to  the  committee  will  be  open 
for  public  participation.  Fourth,  after  the 
committee  makes  its  recommendations 
and  the  Commissioner  either  accepts  or 
rejects  them,  the  public  and  the  individ¬ 
uals  affected  by  the  regulatory  decision 
involved  will  have  an  opportunity  to  ex¬ 
press  their  views  on  the  decision.  If  the 
decision  results  in  promulgation  of  a 
regulation,  for  example,  the  proposed 
regulation  wil  be  published  for  public 
comment.  Closing  a  committee  meeting 
for  deliberations  on  regulatory  matters 
regulation  will  be  published  for  public 
access  to  the  committee  itself  or  full 
public  comment  with  respect  to  the  de¬ 
cisions  made  based  upon  the  committee’s 
recommendation . 

The  Commissioner  has  been  delegated 
the  authority  under  section  10(d)  of  the 
Federal  Advisory  Committee  Act  to  issue 
a  determination  in  writing,  containing 
the  reasons  therefor,  that  any  advisory 
committee  meeting  is  concerned  with 
matters  listed  in  5  U.S.C.  552(b),  which 
contains  the  exemptions  from  the  public 
disclosure  requirements  of  the  Freedom 
of  Information  Act.  Pursuant  to  this 
authority,  the  Commissioner  hereby  de¬ 
termines,  for  the  reasons  set  out  above, 
that  the  portions  of  the  advisory  com¬ 
mittee  meetings  designated  in  this  notice 
as  closed  to  the  public  Involve  discussion 
of  existing  dociunents  falling  within  one 
of  the  exemptions  set  forth  in  5  U.S.C. 
552(b),  or  matters  that,  if  in  writing, 
would  fall  within  5  U.S.C.  552(b),  and 
that  it  is  essential  to  close  such  portions 
of  such  meeting  to  protect  the  free  ex¬ 


change  of  internal  views  and  to  avoid 
imdue  Interference  with  Agency  and 
committee  operations.  ’This  determina¬ 
tion  shall  apply  <mly  to  the  designated 
portions  of  such  meetings  which  relate 
to  trade  secrets  and  confidential  infor¬ 
mation  or  to  committee  deliberations. 

Dated:  March  15, 1973. 

Sherwin  Gardner, 

Acting  Commissioner  of 
Food  and  Drugs. 

IFR  Doc.73-6359  Filed  3-20-73;8:45  am] 


Health  Services  and  Mental  Health 
Administration 

NATIONAL  ADVISORY  COMMITTEES 
Notice  of  Meetings 

The  Acting  Administrator,  Health 
Services*  and  Mental  Health  Administra¬ 
tion,  announces  the  meeting  dates  and 
other  required  information  for  the  fol¬ 
lowing  National  Advisory  bodies  sched¬ 
uled  to  assemble  during  the  month  of 
April  1973: 


Commit  tee  Ty  pc  of  meet  ing 

name  Dale,  time,  place  and/or 

contact  person 


Clinical  pro- 
griun— Proj¬ 
ects  Research 
Review 
Committee. 


Apr.  1-2, 12 
noon.  District 
Room,  Hotel 
Wa.shlngton, 
ISth  and 
I’cnirsylvania 
Avenue  NW., 
Wiishington, 
PC. 


Open  12  noon  to 
1  p.m.  on  Apr.  1; 
closed  remainder 
of  meeting.  Con- 
tai-t  J.  J.  Lasky, 
Room  lOC-23, 
6000  Fishers  Lane, 
Rockville,  Ml), 
code  301-443  4708. 


Purpose:  The  committee  Is  charged  with 
the  Initial  review  of  grant  applications  for 
Federal  assistance  In  the  program  areas  ad¬ 
ministered  by  the  Clinical  Research  Branch, 
National  Institute  of  Mental  Health,  and 
makes  recommendations  to  the  National  Ad¬ 
visory  Council  In  that  program  for  final 
review. 

Agenda:  From  12  noon  to  1  p.m.,  on  April  1, 
the  committee  will  be  open  for  reports  and 
announcements  of  administrative  and  pro¬ 
gram  developments.  From  1  p.m.  through 
the  end  of  the  meeting,  the  committee  will 
be  performing  Initial  review  of  grant  ap¬ 
plications  for  Federal  assistance  and  will  not 
be  open  to  the  public,  in  accordance  with 
the  determination  by  the  Acting  Adminis¬ 
trator,  Health  Services  and  Mental  Health 
Administration,  pursuant  to  Public  Law  92- 
463,  section  10(d). 


Committee  Type  of  meeting 

niwiio  Date,  time,  place  and  or 

contact  person 


Metropolitan 
Mental 
Health  Prob¬ 
lems  Review 
Committee. 


Apr.  2-  3, 9  a.m.. 
Sheraton- 
Silver  Spring, 
8727  Coles- 
ville  Road, 
Silver  Spring, 
MD. 


Clo.sod.  Contact  A. 
Rol)ert  I’olcart, 
Room  12C-16, 
Parklawn  Ruild- 
ing,  8600  Fi.shers 
Lane,  Rockville, 
MD. 


Purpose:  The  committee  Is  charged  with 
the  Initial  review  of  grant  applications  for 
Federal  assistance  in  the  program  areas  ad¬ 
ministered  by  the  National  Institute  of  Men¬ 
tal  Health,  Division  of  Special  Mental  Health 
Programs,  Center  for  Studies  of  Metropolitan 
Problems.  It  makes  recommendations  to  the 
National  Advisory  Mental  Health  CouncU 
for  final  review. 

Agenda:  The  committee  will  be  perform¬ 
ing  Initial  review  of  grant  applications  for 


Federal  assistance  and  will  not  be  open  to  the 
public  in  accordance  with  the  determination 
by  the  Acting  Administrator,  Health  Services 
and  Mental  Health  Administration,  pursuant 
to  the  provisions  of  Public  Law  92-463,  sec¬ 
tion  10(d). 


Committee  Type  of  meeting 

name  Date,  time,  place  and/or 

contact  person 


Mental  Health 
Small  Grant 
Committee. 


Apr.  4-6,  2  p.m. 
District 
Room, 

Rooms  334 
and  441,  The 
Hotel  Wash¬ 
ington,  15th 
and  Pennsyl¬ 
vania  Avenue 
NW.,  Wash¬ 
ington,  DC. 


Open  4  p.m.  to  8 
p.m.  Apr.  4,  closed 
remainder  of 
meeting.  Contact 
Stephanie  B. 
Stoitz,  Room 
lOC-14,  Park- 
lawn  Building, 
6600  Fishers  Lane, 
Rockville,  MD, 
code  301— 443  4337. 


Purpose:  The  committee  Is  charged  with 
the  Initial  review  of  small  grant  applications 
for  Federal  assistance  in  the  program  areas 
administered  by  the  National  Institute  of 
Mental  Health. 

Agenda:  From  4  p.m.  to  5  p.m.,  on  April  4, 
the  meeting  will  be  open  for  discussion  of 
administrative  announcements  and  legisla¬ 
tive  developments.  Otherwise,  the  committee 
will  be  performing  initial  review  of  grant  ap¬ 
plications  for  Federal  assistance  and  will  not 
be  open  to  the  public,  in  accordance  with  the 
determination  by  the  Acting  Administrator, 
Health  Services  and  Mental  Health  Adminis¬ 
tration,  pursuant  to  the  provisions  of  Public 
Law  92-463,  section  10(d) . 


Committee  Type  of  meeting 

name  Date,  time,  place  and, 'or 

contact  person 


Narcotic  addic¬ 
tion  and 
Drug  Abuse 
Review 
Committee. 


Apr.  4  6,  9 
a.m.,  Con- 
ferouco  Room 
K,  Parklawn 
Building, 

5600  Fisliers 
Lane,  Rock- 
viUe,  MD. 


Open  9  a.m.  to  10 
a.m.,  on  Apr.  4. 
closed  remainder 
of  meeting.  Con¬ 
tact  Dorotliea  de 
Zafra,  Room  13- 
33,  Parklawn 
Building,  5600 
Fishers  Lane, 
Rockville,  MD. 
code  301—443-1556. 


Purpose:  The  committee  Is  charged  with 
the  Initial  review  of  grant  applications  for 
Federal  assistance  in  program  areas  admin¬ 
istered  by  the  Center  for  Studies  of  Narcotic 
and  Drug  Abuse,  National  Institute  of  Mental 
Health  relating  to  research  activities,  and 
makes  recommendations  to  the  National  Ad¬ 
visory  Mental  Health  Council  for  final 
review. 

Agenda:  Announcements  and  reports  on 
recent  administrative,  legislative,  and  pro¬ 
gram  developments,  etc.,  will  be  presented  to 
the  committee  members  between  9  and 
10  a.m.,  April  4.  After  10  a.m.  the  committee 
will  be  performing  Initial  review  of  grant 
applications  for  Federal  assistance  and  will 
not  be  open  to  the  public,  in  accordance 
with  the  determination*  by  the  Acting  Ad¬ 
ministrator,  Health  Services  and  Mental 
Health  Administration,  pursuant  to  the  pro¬ 
visions  of  Public  Law  92-463,  section  10(d). 


Committee  Type  of  meeting 

name  Date,  time,  place  and, 'or 

contact  person 


Clinical  Proj¬ 
ects  Research 
Review 
Committee. 


Apr.  6-7, 9  a.m. 
District 
Room,  Hotel 
Washington, 
16th  and 
Pennsylvania 
Avenue  NW., 
Wa.shlngton, 
DC. 


Open  9  a.m.  to  10 
a.m.  on  Apr.  5, 
closed  remainder 
of  meeting. 
Contact  J.  J. 
Lasky,  Room 
lOC-23,  Parklawn 
Building,  6600 
Fishers  Lane, 
Rockville,  MD. 
code  301— 443-4708. 
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Purpose:  The  committee  is  charged  with 
the  initial  review  of  grant  applications  for 
Federal  assistance  in  the  program  areas  ad¬ 
ministered  by  the  Clinical  Research  Branch, 
National  Institute  of  Mental  Health,  and 
makes  recommendations  to  the  National  Ad¬ 
visory  Council  in  that  program  for  final 
review. 

Agenda:  Prom  9  a.m.  to  10  a.m.,  April  5, 
the  committee  will  be  open  for  reports  and 
announcements  of  administrative  and  pro¬ 
gram  develc^ments.  From  10  a.m.,  April  6, 
through  the  end  of  the  meeting,  the  com¬ 
mittee  will  be  performing  Initial  review  of 
grant  applications  for  Federal  assistance  and 
will  not  be  open  to  the  public,  in  accordance 
with  the  determination  by  the  Acting  Ad¬ 
ministrator,  Health  Services  and  Mental 
Health  Administration,  pursuant  to  the  pro¬ 
visions  of  Public  Law  92-463,  section  10(d). 


Committee  Type  of  meeting 

name  Date,  time,  place  andA>r 

contact  person 


Neuropsychol¬ 
ogy  Research 
Review 
Committee. 


Apr.  6-7, 9  s.m. 
Woodmont 
West  Room, 
Holiday  Inn, 
8120  Wisconsin 
Avenue. 
Bethesda, 

MD. 


Open  9  a.m.  to  10 
s.m.  on  Apr.  8, 
closed  remainder 
of  meeting.  Con¬ 
tact  Dr.  Leonard 
Lash,  Room  10-06, 
PMklawn  Build¬ 
ing,  8600  Fishers 
Lane,  Rockville, 
MD.  code  301— 

443  3036. 


Purpose:  The  committee  is  charged  with 
the  initial  review  of  grant  applications  for 
Federal  assistance  in  the  program  areas  ad¬ 
ministered  by  the  National  Institute  of  Men¬ 
tal  Health  relating  to  research  activities  and 
makes  recommendations  to  the  National  Ad¬ 
visory  Council  in  that  program  for  final 
review. 

Agenda:  The  committee  will  be  performing 
initial  review  of  grant  applications  for  Fed¬ 
eral  assistance  and  will  not  be  open  to  the 
public,  in  accordance  with  the  determination 
by  the  Acting  Administrator,  Health  Services 
and  Mental  Health  Administration,  pursuant 
to  the  provisions  of  Public  Law  92-463,  sec¬ 
tion  10(d).  The  meeting  will  be  open,  how¬ 
ever,  frmn  9  to  10  a.m.  on  April  5. 


Committee 

name 


Experimental 

Psychology 

Rasearcb 

Review 

Committee. 


Date,  time,  place 


Type  of  meeting 
and.'or 

contact  person 


Apr.  6-8,  9  a.m. 
Dupont  Plaza 
Hotel,  Du¬ 
pont  Circle, 
Washington, 
D.C. 


Open  9  a.m.  to  10 
a.m.  on  Apr.  6. 
closed  remainder 
of  meeting.  Con¬ 
tact  John  Ham- 
mack,  Room  lO  OS, 
Parklawn  Build¬ 
ing,  5600  Fishers 
Lane,  Rockville, 
MD,  code  301 — 
443-2036. 


Purpose:  The  committee  is  charged  with 
the  initial  review  of  grant  applications  for 
Federal  assistance  in  the  program  areas  ad¬ 
ministered  by  the  National  Institute  of  Men¬ 
tal  Health  relating  to  research  activities  and 
makes  recommendations  to  the  National  Ad¬ 
visory  Council  in  that  program  for  final 
review. 

Agenda:  The  committee  will  be  performing 
initial  review  of  grant  applications  for  Fed¬ 
eral  assistance  and  will  not  be  open  to  the 
public,  in  accordance  with  the  determination 
by  the  Acting  Administrator,  Health  Services 
and  Mental  Health  Administration,  pursuant 
to  the  provlslcHis  of  Public  Law  92-463,  sec¬ 
tion  10(d).  The  meeting  will  be  open,  how¬ 
ever,  from  9  to  10  am.  on  April  6. 


Committee  Type  of  meeting 

name  Date,  time,  plaoe  and/or 

contact  person 


Personality 
and  Cogni¬ 
tion 

Research 

Review 

Committee. 


Apr.  6-8, 9  am. 
^ring  Room, 
Holiday  Inn, 
8777  Ueorgia 
Avenue, 
Silver  Spring, 
MD. 


Closed.  Contact 
E.  Wayne  Herron, 
Room  lOC-06, 
Parklawn 
Building,  6600 
Fishers  Lane, 
RockvlUe,  MD , 
Code  301— 
443-3942. 


Purpose:  The  committee  is  charged  with 
the  initial  review  of  grant  applications  for 
Federal  assistance  in  the  program  areas  ad¬ 
ministered  by  the  National  Institute  of  Men¬ 
tal  Health  relating  to  research  activities  and 
makes  recommendations  to  the  National  Ad¬ 
visory  Council  in  that  program  for  final 
review. 

Agenda:  The  committee  will  be  perform¬ 
ing  initial  review  of  grant  applications  for 
Federal  assistance  and  will  not  be  open  to 
the  public,  in  accordance  with  the  determi¬ 
nation  by  the  Acting  Administrator,  Health 
Services  and  Mental  Health  Administration, 
pursuant  to  the  provisions  of  Public  Law  92- 
463,  section  10(d) , 


Committee 

name 

Date,  time,  place 

Type  of  meeting 
and/or 

contact  person 

Social  Prob¬ 
lems  Re¬ 
search  Re¬ 
view 

Committee. 

Apr.  8-9.  9 
a.m..  Shore- 
ham  Hotel, 

2500  Calvert 
Street  NW., 
Washington, 
DC. 

Closed.  Contact 
Marguerite  Young, 
Room  9C-14, 
Parklawn 

Building,  6600 
Fishers  Lane, 
Rockville,  MD, 
code  301-443^4843. 

Purpose: 
the  initial 

The  conunlttee  is  charged  with 
review  of  grant  applications  for 

Federal  assistance  in  the  program  areas  ad¬ 
ministered  by  the  Division  of  Extramural 
Research  Programs,  National  Institute  of 
Mental  Health,  relating  to  the  field  of  social 
problems  and  makes  recommendations  to  the 
National  Advisory  Mental  Health  Council  for 
final  review. 

Agenda:  The  committee  will  be  performing 
initial  review  of  grant  applications  for  Fed¬ 
eral  assistance  and  wUl  not  be  open  to  the 
public,  in  accordance  with  the  determination 
by  the  Acting  Administrator,  Health  Services 
and  Mental  Health  Administration,  pursuant 
to  the  provisions  of  Public  Law  92-463,  sec¬ 
tion  10(d). 


Committee  Type  of  meeting 

name  Dale,  time,  place  and/or 

contact  person 


Mental  Health 
Services  Re¬ 
search  Re¬ 
view  Com¬ 
mittee, 


Apr.  9-11,  9 
am..  Board 
Room,  Shore- 
ham  llotel, 
2500  Calvert 
Street  NW., 
Washington, 
DC. 


Oi)en— 9  a.m.  to 
10  a.m.,  on  Apr.  9, 
closed  remainder 
of  meeting. 

Contact  Mr.  James 
Cumiskey,  Room 
11-106,  Parklawn 
Building,  6600 
Fishers  Lane, 
Rockville,  MD, 
code  301— 443-36'27. 


Purpose:  The  committee  is  chtu-ged  with 
the  Initial  review  of  grant  applications  for 
Federal  assistance  in  the  program  areas  ad¬ 
ministered  by  the  Mental  Health  Services 
Development  Branch,  Division  of  Mental 
Health  Service  Programs,  National  Institute 
of  Mental  Health,  relating  to  research  and 
training  activities,  and  makes  recommenda¬ 
tions  to  the  National  Advisory  Mental  Health 
Council  for  final  review. 


Agenda:  Prom  9  to  10  a.m.,  on  April  9, 
the  committee  will  be  open  for  reports  and' 
announcements  of  administration  and  pro¬ 
gram  developments.  Prom  10  a.m.,  April  9 
through  April  11,  the  committee  will  be  per¬ 
forming  initial  review  of  grant  applications 
for  Federal  assistance  and  will  not  be  open 
to  the  public,  in  accordance  with  the  deter¬ 
mination  by  the  Acting  Administrator, 
Health  Services  and  Mental  Health  Adminis¬ 
tration,  pursuant  to  the  provisions  of  Public 
Law  92-463,  section  10(d). 


Committee 

name  Date,  time,  place 


Type  of  meeting 
and/or 

contact  person 


Crime  and 
Delinquency 
Review 
Committee. 


Apr.  11-13,  9 
a.,m.  Fikirfax 
Hotel,  2100 
Massachii.setts 
Avenue  NW., 
Washington, 
DC. 


Open  9  a.m.  to  10 
a.m.,  on  Apr.  11, 
closed  remainder  of 
meeting.  Contact 
Carol  Beall,  Room 
12C-04,  Parklawn 
Building,  5600 
Fishers  Lane, 
Rockville,  MD, 
code  301—443-3728. 


Purpose:  Tlie  committee  is  charged  with 
the  initial  review  of  grant  applications  for 
Federal  assistance  in  the  program  areas  ad¬ 
ministered  by  the  National  Institute  of 
Mental  Health  relating  to  research  and  train¬ 
ing  activities  in  crime  and  delinquency,  law 
and  mental  health,  individual  violent  be¬ 
havior,  and  social  deviance,  and  makes  its 
recommendations  in  that  program  to  the  Di¬ 
vision  of  Special  Mental  Health  Programs, 
the  Director,  National  Institute  of  Mental 
Health,  and  to  the  National  Advisory  Mental 
Health  Council  for  final  review. 

Agenda:  From  9  to  10  a.m.,  April  11,  the 
committee  will  be  open  for  reports  and  an¬ 
nouncements  of  administration  and  program 
developments.  From  10  a.m.,  April  11  through 
April  13,  the  committee  will  be  performing 
initial  review  of  grant  applications  for  Fed¬ 
eral  assistance  and  will  not  be  open  to  the 
public,  in  accordance  with  the  determination 
by  the  Acting  Administrator,  Health  Services 
and  Mental  Health  Administration,  pursuant 
to  the  provisions  of  Public  Law  92-463,  sec¬ 
tion  10(d). 


Coniintttee  Ty|>e  of  meeting 

name  Date,  time,  place  and/or 

contact  p«‘rson 


Health  Serv¬ 
ices  Re¬ 
search  Study 
Section. 


Apr.  11-13,  9 
a.m..  Con¬ 
ference  Room 
U,  Parklawn 
Building, 

6600  Fishers 
Lane,  Rock¬ 
ville,  .MD. 


Open  9  a.m.  to  10 
a.m.,  on  Apr.  II, 
closed  remainder 
of  meeting.  Con¬ 
tact  Dr.  Alan  F.. 
Mayers,  Room 
16-19,  Parklawn 
Building,  6600 
Fishers  Lane, 
Rockville,  M  D, 
co<le  301-443- 
2920. 


Purpose:  The  committee  is  charged  with 
the  initial  review  of  grant  applications  for 
Federal  assistance  in  the  program  areas  ad¬ 
ministered  by  the  National  Center  for  Health 
Services  Research  and  Development,  and 
makes  recommendations  to  the  National  Ad¬ 
visory  Councils  for  final  review. 

Agenda:  The  first  hour  on  April  11  will  be  a 
business  and  general  meeting  and  will  be 
open  to  the  public.  The  remainder  of  the 
meeting  will  consist  of  initial  review  of  grant 
applications  for  Federal  assistance  and  will 
not  be  open  to  the  public.  In  accordance  with 
the  determination  by  the  Acting  Administra¬ 
tor,  Health  Services  and  Mental  Health  Ad¬ 
ministration,  pursuant  to  the  provlslona  at 
Public  Law  92-463,  section  10(d). 
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CommlttM  Type  of  meeting 

name  Date,  time,  place  and/or 

contact  person 


Epidomlologic 

Studies 

Review 

Committee. 


Apr.  12-18, 

9  a.m^  Cos¬ 
mos  Club, 
Board  Room, 
2121  Massa¬ 
chusetts  Ave¬ 
nue  NW., 
Washington, 
DC. 


Open  9  a.m.  to  10 
a.m.,  on  Apr.  12, 
closed  remainder 
of  meeting.  Con¬ 
tact  Joyce  Lazar, 
Room  IOC -09, 
Purklawn  Build¬ 
ing,  8600  Fishers 
Lane,  Rockville, 
MD,  code  301— 
413-3774. 


Purpose:  The  committee  Is  charged  with 
the  Initial  review  of  grant  applications  for 
Federal  assistance  in  the  program  areas  ad¬ 
ministered  by  the  Center  for  Epidemiologic 
Studies,  Division  of  Extramural  Research 
Programs,  National  Institute  of  Mental 
Health,  relating  to  research  and  training  ac¬ 
tivities,  and  makes  recommendations  to  the 
National  Advisory  Mental  Health  Council  for 
final  review. 

Agenda:  From  0  to  10  a.m.,  on  April  12  the 
Committee  will  be  open  for  reports  and  an¬ 
nouncements  of  administration  and  program 
developments.  From  10  a.m.,  April  12  through 
April  13,  the  Committee  will  be  performing 
initial  review  of  grant  applications  for  Fed¬ 
eral  assistance,  and  will  not  be  open  to  the 
public,  in  accordance  with  the  determination 
by  the  Acting  Administrator,  Health  Services 
and  Mental  Health  Administration,  pursuant 
to  the  provisions  of  Public  Law  92-463,  sec¬ 
tion  10(d). 


Committee  Tyi)e  of  meeting 

name  Date,  time,  place  and/or 

contact  person 


PrecUnical 

Psychophar¬ 

macology 

Research 

Review 

Coimniltee. 


Apr.  12-13,  9 
a.m..  Con¬ 
ference  Room 
C,  Parklawn 
Building, 

8600  Fi.shers 
Lane,  Rock¬ 
ville,  .\ll>. 


Closed.  Contact 
Marlon  M.  Miller, 
R(X)m  9-97,  Park- 
lawn  Building, 
.'iOOO  Fi.shers  Lane, 
Rockville,  Ml), 
code  301—443  3484. 


Purpose:  The  committee  is  charged  with 
the  initial  review  of  grant  applications  for 
Federal  assistance  in  the  program  areas  ad¬ 
ministered  by  the  National  Institute  of 
Mental  Health  relating  to  precllnlcal  psy¬ 
chopharmacology  research,  and  makes  rec¬ 
ommendations  in  that  program  to  the 
National  Advisory  Mental  Health  Council 
for  final  review. 

Agenda:  The  committee  will  be  performing 
initial  review  of  grant  applications  for  Fed¬ 
eral  assistance  and  will  not  be  open  to  the 
public,  in  accordance  with  the  determination 
by  the  Acting  Administrator,  Health  Services 
and  Mental  Health  Administration,  pursu¬ 
ant  to  the  provisions  of  Public  Law  92-463, 
section  10(d). 


Comniltteo 

naiiio 

Date,tljne,  place 

Typo  of  meeting 
and/or 

contact  person 

Juvenile  Prob- 
leni.s 
Ro.search 
Review 
Coniinlltee. 

Apr.  12  13,9 

H.ni.,  Sheraton 
Park  Hotel, 

2660  Woodley 
Road  NW., 
Washington, 
DC. 

Closed.  Con¬ 
tact  Joseph 
Marches,  Ph.  U. 
Room  1(H»9,  Park¬ 
lawn  Building, 

8600  Fishers  Lane, 
Rockville,  MU, 
code  301—413-3866. 

Purpose:  The  committee  is  charged  with 
the  initial  review  of  grant  applications  for 
Federal  assistance  in  the  program  areas  ad¬ 


ministered  by  the  Division  of  Extramural 
Research  Programs,  National  Institute  of 
Mental  Health,  relating  to  the  developmental 
growth  of  Juveniles  and  makes  recommenda¬ 
tions  to  the  National  Advisory  Mental  Health 
Council  for  final  review. 

Agenda:  The  committee  will  be  performing 
initial  review  of  grant  applications  for  Fed¬ 
eral  assistance  and  will  not  be  open  to  the 
public,  in  accordance  with  the  determination 
by  the  Acting  Administrator,  Health  Services 
and  Mental  Health  Administration,  pursu¬ 
ant  to  the  provisions  of  Public  Law  92-463, 
section  10(d). 


Committee  Type  of  meeting 

name  Date,  time,  place  and/or 

contact  person 


Social  Sciences 
Research 
Review 
Committee. 


Apr.  12-14,  9 
a.m..  Holiday 
Inn,  8620 
Wisconsin 
Avenue, 
Chevy  Chase, 
MU. 


Closed.  Contact  Rae 
Carlson,  Room 
10-98,  Parklawn 
Building,  8600 
Fishers  Lane, 
Rockville,  MU, 
code  301—443-3936. 


Purpose:  The  committee  Is  charged  with 
the  initial  review  of  grant  applications  for 
Federal  assistance  in  the  program  areas  ad¬ 
ministered  by  the  National  Institute  of  Men¬ 
tal  Health  relating  to  research  activities  and 
makes  recommendations  to  the  National  Ad¬ 
visory  Council  in  that  program  for  final 
review. 

Agenda:  The  committee  will  be  performing 
initial  review  of  grant  applications  for  Fed¬ 
eral  assistance  and  will  not  be  open  to  the 
public,  in  accordance  with  the  determination 
by  the  Acting  Administrator,  Health  Serv¬ 
ices  and  Mental  Health  Administration,  pur¬ 
suant  to  the  provisions  of  Public  Law  92-463, 
section  10(d). 


Committee  Type  of  meeting 

name  Date,  time,  place  and/or 

contact  person 


Health  Care 
Technology 
.Study 
Section. 


Apr.  16  17, 

9  a.m., 

Uu|)ont  Plaza 
Hotel, 

Dupont 
Cirele,  Wash¬ 
ington,  U.C. 


Open  9  a.m.  to 
11:30  a.m.,  on 
Apr.  16,  closed 
remainder  of 
meeting.  Contact 
John  K.  Hall, 
Room  18-19, 
P:irklawn 
Building,  8600 
Fi.shers  Lane, 
Rockville,  MU., 
co<le  301— 

443  ‘2920. 


Purpose:  The  committee  is  charged  with 
the  initial  review  of  grant  applications  for 
Federal  assistance  in  the  program  areas  ad¬ 
ministered  by  the  National  Center  for  Health 
Services  Research  and  Development  which  re¬ 
late  to  the  use  of  systems  anaylsis,  operations 
research  and  computer  sciences  in  the  broad 
fields  of  community  health  services,  hos¬ 
pital  medicine,  and  patient  care.  It  makes 
recommendations  to  the  National  Advisory 
Councils  on  the  scientific  merits  of  such 
applications. 

Agenda:  During  the  open  session  the  study 
section  will  conduct  necessary  administrative 
and  Informational  business.  During  the  closed 
sessions  the  study  section  will  review  grant 
applications  for  Federal  assistance,  and  will 
not  be  open  to  the  public,  in  accordance  with 
the  determination  by  the  Acting  Administra¬ 
tor,  Health  Services  and  Mental  Health  Ad¬ 
ministration,  pursuant  to  the  provisions  of 
Public  Law  92-463,  section  10(d). 


ComzDtttee 

name 

Date,  time,  place 

Type  of  meeting 
and/or 

eontact  person 

Clinical  Psy¬ 
chopharma¬ 
cology 
Research 
Review 
Committee. 

Apr.  19-20,  9 
a.m..  Confer¬ 
ence  Room  O, 
Parklawn 
Building, 

8600  Fishers 
Lane,  Rock¬ 
ville,  MU. 

Closed.  Contact  Dr. 
Ronald  S.  Lip- 
man,  Room  9-108, 
Parklawn  Build¬ 
ing,  8600  Fishers 
Lane,  Rockville, 

M  D ,  code  301—443- 
4467. 

Purpose:  The  committee  is  charged  with 
the  initial  review  of  grant  applications  for 
Federal  assistance  in  the  program  areas  ad¬ 
ministered  by  the  National  Institute  of 
Mental  Health  relating  to  research  activities 
and  makes  recommendations  to  the  National 
Advisory  Council  in  that  program  for  final 
review. 

Agenda:  The  committee  will  be  perform¬ 
ing  initial  review  of  grant  applications  for 
Federal  assistance  and  will  not  be  open  to 
the  public,  in  accordance  with  the  determi¬ 
nation  by  the  Acting  Administrator,  Health 
Services  and  Mental  Health  Administration, 
pursuant  to  the  provisions  of  Public  Law 
92-463,  section  10(d). 

Committee 

name 

Date,  time,  place 

Type  of  meeting 
and/or 

contact  person 

Alcohol  Traill 
ing  Review 
Committee. 

-  Apr.  26-28,  9 
a.m..  Confer¬ 
ence  Room  F, 
Parklawn 
Building, 

.VXX)  Fishers 
Lane,  Rock¬ 
ville,  .MU. 

Open  9  a.m.  to  10 
a.m.,  on  Apr.  ‘26, 
closed  remainder 
of  meeting.  Con¬ 
tact  Melvin 
UavidofI,  Room 
13-09,  Parklawn 
Building,  8600 
Fishers  Lane, 
Rockville,  MU, 
code  301—443  -1056. 

Purpose : 
the  initial 

The  committee 
review  of  grant 

is  charged  with 
applications  for 

Federal  assistance  in  the  program  areas  ad¬ 
ministered  by  the  National  Institute  on 
Alcohol  Abuse  and  Alcoholism,  National  In¬ 
stitute  of  Mental  Health,  relating  to  training 
activities  and  makes  recommendations  to  the 
National  Advisory  Council  in  that  program 
for  final  review. 


Agenda:  From  9  a.m.  to  10  a.m.,  April  26, 
the  committee  will  be  open  for  reports  and 
announcements  of  administrative  and  pro¬ 
gram  developments.  From  10  a.m.,  April  26 
through  April  28,  the  conunittee  will  be  per¬ 
forming  initial  review  of  grant  applications 
for  Federal  assistance  and  will  not  be  open 
to  the  public,  in  accordance  with  the  deter¬ 
mination  by  the  Acting  Administrator, 
Health  Services  and  Mental  Health  Admin¬ 
istration,  pursuant  to  the  provisions  of  Pub¬ 
lic  Law  92-463,  section  10(d). 


Agenda  items  are  subject  to  change  as 
priorities  dictate. 

A  roster  of  members  and  other  relevant 
information  regarding  open  sessions  may 
be  obtained  from  the  contact  persons 
listed  above. 


Dated:  March  14, 1973. 

Andrew  J.  Cardinal, 
Acting  Associate  Administrator 
for  M  anag  ement.  Health 
Services  and  Mental  Health 
Administration. 

[FR  Doc.73-6363  Filed  3-20-73; 8: 46  am) 


FEDERAL  REGISTER,  VOL.  38,  NO.  54— WEDNESDAY,  MARCH  21,  1973 


7414 


NOTICES 


National  Institutes  of  Health 

NATIONAL  CANCER  ADVISORY  BOARD 
ADVISORY  COMMITTEE 

Notice  of  Meeting 

Pursuant  to  Public  Law  92-463,  notice 
Is  hereby  given  of  the  meeting  of  the  Na¬ 
tional  Cancer  Advisory  Board  ad  hoc 
Advisory  Committee  for  the  Frederick 
Cancer  Research  Center  (PCRC), 
March  25.  1973.  7  to  9  pjn..  Holiday  Inn, 
8120  "Wisconsin  Avenue,  Bethesda,  MD, 
Woodmont  East  room.  This  meeting  will 
be  open  to  the  public  from  7  to  7:30  p.m., 
March  25,  1973,  to  discuss  general  mat¬ 
ters  relating  to  tasks  being  performed 
under  Contract  NIH-NCI-E-72-3294.  and 
closed  to  the  public  from  7:30  to  9  p.m.. 
March  25,  1973,  in  accordance  with  the 
provisions  set  forth  in  section  552  (b)  4  of 
Title  5  United  States  Code,  and  section 
10(d)  of  Public  Law  92-463.  Attendance 
by  the  public  will  be  limited  to  space 
available. 

Mr.  Prank  Karel.  Associate  Director  for 
Public  Affairs,  NCI,  BuUdlng  31.  Room 
10A31.  National  Institutes  of  Health, 
Bethesda,  Md.  20014,  301—496-1911.  will 
furnish  summaries  of  the  open/ closed 
meeting  and  roster  of  committee 
members. 

Dr.  William  W.  Payne,  Executive  Sec¬ 
retary,  Building  560,  Room  11-82,  Fred¬ 
erick  Cancer  Research  Center,  Port 
Detrlck,  Frederick,  Md.  21701,  301-663- 
7305.  will  provide  substantive  program 
information. 

Dated:  March  12. 1973. 

John  P.  Sherman, 
Deputy  Director, 
National  Institutes  of  Health. 

[PR  Doc.73-532e  PUed  8-20-73:8:45  am] 


Social  and  Rehabilitation  Service, 

Rehabilitation  Services  Administration 

NATIONAL  ADVISORY  COUNCIL  ON 
VOCATIONAL  REHABILITATION 

Notice  of  Meeting 

This  Council  advises  on  research  and 
demonstration  strategy  and  programs 
administered  under  the  Vocational  Re¬ 
habilitation  Act. 

This  Council  will  meet  on  April  12-13, 
1973  at  9:30  a.m.  in  Room  5026,  Mary  E. 
Saitzer  Building,  Department  of  Health, 
Education,  and  Welfare.  330  C  Street 
SW.,  Washington,  DC.  Agenda  items  in¬ 
clude:  Reports  by  individual  Council 
members  on  visits  with  State  Vocational 
Rehabilitation  Directors,  legislation,  new 
approaches  to  the  training  of  rehabilita¬ 
tion  personnel,  research  and  demonstra¬ 
tion  activities,  and  research  utilization. 
Meeting  open  to  public  observation. 

Wn.LMAN  A.  Massie, 
Executive  Secretary. 

March  15,  1973. 

[PR  Doc.73-5322  Plied  3-20-73;8:45  am] 


MEDICAL  RESEARCH  STUDY  SECTION 
Notice  of  Meeting 

The  Medical  Research  Study  Section 
will  hold  a  regular  meeting  to  review  re¬ 
habilitation  research  and  demonstration 
grant  applications  on  March  22-23,  1973, 


9  a.m.  to  4  p.m..  Room  3065,  Department 
of  Health.  Education,  and  Welfare,  Mary 
K  Switzer  Memorial  Building,  330  C 
Street  SW.,  Washington,  DC. 

The  meeting  will  be  devoted  to  the  re¬ 
view  of  grant  applications  for  Model  Re¬ 
gional  Systems  of  Spinal  Cord  Injury 
Rehabilitation.  The  meeting  is  open  to 
public  observation. 

A  summary  of  the  meeting  and  roster 
of  study  section  members  may  be  ob¬ 
tained  from  Mr.  J.  Paul  Thomas,  Execu¬ 
tive  Secretary,  Medical  Research  Study 
Section,  DHEW,  SRS,  Room  5320,  330 
C  Street  SW.,  Washington,  DC. 

J.  Patti.  Thomas, 
Executive  Secretary. 

March  13,  1973. 

[PR  Doc.73-5499  Piled  3-20-73;8:45  am] 


Social  Security  Administration 

PHYSICIANS’  REIMBURSEMENT 
METHODS  STUDY  COMMITTEE 

Notice  of  Public  Meeting 

Notice  Is  hereby  given,  pursuant  to 
Public  Law  92-463,  that  the  Physicians’ 
Reimbursement  Methods  Study  Commit¬ 
tee  of  the  Health  Insurance  Benefits  Ad¬ 
visory  Council,  which  is  studying  the 
methods  of  reimbursement  for  physi¬ 
cians’  services  under  the  medicare  pro¬ 
gram,  will  meet  on  Thursday,  March  22, 
1973,  at  2  p.m.  in  Room  3173  of  the  De¬ 
partment  of  Health,  Education,  and  Wel¬ 
fare’s  North  Building,  Third  and  C 
Streets  NW.,  Washington,  D.C.  The 
meeting  is  open  to  the  public.  The  Com¬ 
mittee  wdll  consider  matters  relating  to 
the  study. 

Further  information  on  the  Council 
may  be  obtained  from  Mr.  Max  Perlman, 
Executive  Secretary,  Health  Insurance 
Benefits  Advisory  Council,  Room  585, 
East  Building,  Social  Security  Adminis¬ 
tration,  6401  Seciuity  Boulevard,  Balti¬ 
more,  MD  21235,  telephone  301 — 594- 
9134,  Members  of  the  public  planning  to 
attend  should  send  written  notice  of/ in¬ 
tent  to  the  Executive  Secretary. 

Dated:  March  15,  1973. 

Max  Perlman, 

Executive  Secretary.  Health  In¬ 
surance  Benefits  Advisory 
Council. 

[PR  Doc.73-5394  PUed  3-20-73;8:45  am] 

DEPARTMENT  OF  HOUSING  AND 
URBAN  DEVELOPMENT 

[Docket  No.  D-73-224] 

DEPUTY  REGIONAL  ADMINISTRATOR, 
ET  AL 

Designation  To  Serve  as  Acting  Regional 
Administrator 

The  officers  appointed  to  the  follow¬ 
ing  listed  positions  in  Region  IX  (San 
Francisco)  are  hereby  designated  to 
serve  as  Acting  Regional  Administrator, 
Region  LX  (San  Francisco),  during  the 
absence  of  the  Regional  Administrator 
with  all  the  powers,  fimctlons,  and  duties 
redelegated  or  assigned  to  the  Regional 
Administrator:  Provided.  That  no  officer 
is  authorized  to  serve  as  Acting  Regional 
Administrator  vmless  all  other  officers 


whose  titles  precede  his  in  this  designa¬ 
tion  are  imable  to  act  by  reason  of 
absence: 

1.  Deputy  Regional  Administrator, 

2.  Assistant  Regional  Administrator 
for  Equal  Opportunity. 

3.  Assistant  Regional  Administrator 
for  Administration. 

4.  Assistant  Regional  Administrator 
for  Housing  Management. 

5.  Regional  Counsel. 

6.  Assistant  Regional  Administrator 
for  Commimity  Development. 

7.  Assistant  Regional  Administrator 
for  Housing  Production  and  Mortgage 
Credit. 

8.  Assistant  Regional  Administrator 
for  Commimity  Planning  and  Manage¬ 
ment. 

(Delegation  effective  May  4, 1962,  27  PR  4319; 
Interim  Order  II,  31  PR  815,  January  21, 
1966.) 

’This  designation  supersedes  the  desig¬ 
nation  effective  as  of  July  17,  1972  (37 
FJl.  18408,  September  9,  1972). 

Effective  as  of  the  8th  day  of  January 
1973. 

Robert  H.  Baida, 
Regional  Administrator, 
Region  IX  (San  Francisco). 

[PR  Doc.73-5347  Piled  3-20-73:8:45  am] 

DEPARTMENT  OF  TRANSPORTATION 

Federal  Aviation  Administration 

REDUCED  CHANNEL  SPACING  FOR  ILS, 
VOR,  AND  TACAN(DME) 

Notice  of  Invitation  for  Comment 

This  notice  requests  comments  and 
suggestions  in  accordance  with  Federal 
Aviation  Administration  policy  of  regu¬ 
lar  consultation  with  aviation  users,  the 
aviation  industry.  State  and  locsd  gov¬ 
ernments,  other  Federal  agencies,  and 
the  general  public,  conceTning  planning 
for  development  and  improvement  of  the 
National  Airspace  System. 

’The  FAA  has  determined  that  in¬ 
creased  requirements  for  air  navigation 
facilities  in  the  National  Airspace  Sys¬ 
tem  (NAS)  cannot  be  met  with  the  num¬ 
ber  of  frequencies  now  available  for 
assignment  for  very  high  frequency 
omnidirectional  radio  ranges  (VOR),  in¬ 
strument  landing  systems  (ILS),  simpli¬ 
fied  directional  facilities  (SDF),  and 
tactical  navigation  distance  measuring 
(TACAN(DME))  faculties. 

The  rapid  expansion  of  aviation  serv¬ 
ices  in  the  NAS  has  resulted  in  the  need 
for  additional  terminal  and  en  routj 
navigation  facilities.  The  limited  num¬ 
ber  of  assignable  frequencies  now  avail¬ 
able  makes  it  impossible  to  provide  for 
proposed  and  required  navigation  aids. 
This  shortage  of  frequencies  is  most 
acute  in  the  Boston-New  York-Washing- 
tion;  Chicago-Detroit;  and  the  San  Fran- 
clsco-Los  Angeles  areas.  Future  require¬ 
ments  for  installation  of  additional  navi¬ 
gation  aids  in  these  congested  areas  and 
elsewhere  in  the  NAS  cannot  be  satisfied 
without  increasing  the  number  of  radio 
frequency  channels  available  for  assign¬ 
ment. 

Examination  of  alternative  solutions 
to  this  problem  indicates  that  reduction 
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of  radio  channel  spacing  of  these  facili¬ 
ties  from  the  present  100  kHz  spacing  to 
50  kHz  spacing  Is  the  most  economical 
and  practicable  method  of  increasing  the 
number  of  asslgn^le  frequencies.  This 
action  would  double  the  availability  of 
assignable  channels  for  VOR,  HjS,  and 
SDP. 

Concurrent  with  implementation  of  50 
kHz  channel  spacing,  suppression  of  cer¬ 
tain  harmonic  radiation  and  increased 
stabilization  of  radio  frequencies  for  VOR 
and  TTiS  facilities  will  be  essential  to 
compatible  operation  of  adjacent-chan¬ 
nel  facilities  with  50  kHz  channel 
spacing. 

The  FAA  announced  at  the  FAA  Plan¬ 
ning  Review  Conference  in  April  1970, 
that  split  channeling  for  the  VOR,  HjS, 
and  TACANtDME)  bands  would  be  a 
necessity 

FAA  Advisory  Circular  AC  170-12,  Is- 
ued  in  October  1970,  indicated  that  im¬ 
plementation  of  50  kHz  channel  spacing 
was  proposed  to  begin  January  1,  1973, 
and  that  the  new  frequencies  would  be 
used  initially  only  where  necessary  to 
accommodate  new  facilities  in  congested 
areas.  Advisory  Circular  AC  170-12  was 
also  Intended  to  serve  as  advance  notice 
to  aircraft  operators  that  certain  aircraft 
receiving  equipment  not  designed  for 
“split  channel’’  operation  might  have 
limited  service  life  in  the  new  frequency 
environment. 

The  Federal  Commimicatlons  Commis¬ 
sion  by  regulation  (47  CFR  Parts  2  and 
87)  assigns  frequencies  in  the  aeronauti¬ 
cal  radio  navigation  band  108-117.975 
MHz  for  non-Federal  HS  and  VOR  fa¬ 
cilities.  The  present  FCC  regulations 
provide  for  100  kHz  channel  spacing  and 
result  in  the  availability  of  20  ILS  chan¬ 
nels  and  80  VOR  channels  for  assign¬ 
ment.  The  FCXl  by  notice  adopted  on 
September  20,  1972  (Docket  No.  19590, 
RM  1888;  37  FR  20872,  October  4,  1972), 
and  at  the  request  of  the  FAA,  has  pro¬ 
posed  amendment  of  Parts  2  and  87  of 
the  FCC  regulations  to  provide  for  50 
kHz  channel  spacing  in  this  frequency 
band. 

The  Office  of  Telecommimications  Pol¬ 
icy  assigns  frequencies  in  the  aeronau¬ 
tical  radio  navigation  band  for  facilities 
operated  by  the  United  States. 

Implementation  of  50  kHz/Y  channel 
spacing  will  commence  early  in  calendar 
year  1973  by  assignment  of  these  new 
channels  for  facilities  in  areas  where 
frequency  saturation  makes  100  kHz/X 
channel  assignments  Impossible  and  by 
modifying  all  FAA  VOR  and  ILS  facili¬ 
ties  to  stabilize  radio  frequencies  within 
0.002  percent  (in  lieu  of  the  present 
0.005  percent  tolerance) .  In  areas  where 
50  kHz  channel  spacing  is  Implemented, 
adjacent-channel  VOR  facilities  will  be 
modified  to  suppress  undesired  subcarrier 
harmonics,  to  insure  compatible  adja¬ 
cent-channel  operation  of  VOR  and  ILS 
facilities. 

The  Department  of  Defense  has  indi¬ 
cated  that  VOR  and  ILS  facilities  oper¬ 
ated  by  the  Army,  Navy,  and  Air  Force 
will  be  similarly  modified  by  July  1, 1973. 


The  FAA  is  Issuing  a  notice  of  pro¬ 
posed  rule  making  (Docket  No.  12649; 
Notice  No.  73-9)  proposing  amendment 
of  Part  171  of  the  Federal  Aviation  Reg¬ 
ulations  (14  CFR  Part  171) ,  Non-Federal 
Navigation  Fsicilities,  to  require  that  all 
non-Federal  VOR,  SDF,  and  ILS  facili¬ 
ties  perform  with  a  frequency  tolerance 
not  exceeding  0.002  percent,  and  to  re¬ 
quire  that  after  notice  from  the  Admin¬ 
istrator  that  50  kHz  chaimel  spacing  is 
to  be  implemented  in  the  area,  and  that 
a  requirement  exists  for  suppression  of 
9,960  Hz  subcarrier  harmonics,  the  fa¬ 
cility  be  modified  to  perform  in  accord¬ 
ance  with  paragraph  3.3.5.7  of  Annex  10 
to  the  Convention  on  International  Avia¬ 
tion. 

The  FAA  recognizes  that  certain  air¬ 
borne  receiving  equipment  now  in  use  is 
not  designed  for  split  channel  operation 
and  may  have  limited  service  life  in  the 
new  frequency  environment.  Many  mod¬ 
em  air  carrier  VOR-ILS  receivers  are 
understood  to  be  capable  of  split-channel 
operation  now,  or  with  minor  modifica¬ 
tion.  Associated  DME  equipment  is  un¬ 
derstood  to  have  the  capability  of  op¬ 
erating  with  Y  channel  TACAN(DME) 
facilities. 

Many  receivers  in  use  by  general  avia¬ 
tion,  however,  have  no  provision  for  50 
kHz  VOR-ILS  or  Y  channel  DME  tuning. 
In  addition,  the  receiver  bandpass  char¬ 
acteristics  of  many  of  these  units  will 
not  r>ermit  their  use  in  the  new  frequency 
environment.  These  receivers  may  re¬ 
ceive  disruptive  Interference  from  near¬ 
by  adjacent-channel  facilities,  when  50 
kHz  has  been  widely  implemented.  It  is 
understood  that  while  some  receivers 
may  be  economically  modified  for  use 
with  50  kHz  channel  spacing,  some  others 
do  not  lend  themselves  to  such  modifica¬ 
tions. 

It  is  anticipated  that  the  problem  of 
adjacent-channel  interference  can  be 
avoided  at  least  until  1975  by  applica¬ 
tion  of  interim  facility  separation  cri¬ 
teria  which  provides  for  greater  geo¬ 
graphic  spacing.  Thereafter,  if  demands 
and  requirements  for  additional  facili¬ 
ties  in  the  NAS  compel  compromise  of 
this  interim  facility  separation  criteria, 
adjacent-channel  interference  may  be¬ 
come  an  operational  problem. 

Equipment  requirements  for  IFR  flight 
now  specified  in  §  91.33(d)  (2)  of  the  Fed¬ 
eral  Aviation  Regulations  include  navi¬ 
gational  equipment  appropriate  to  the 
ground  facilities  to  be  used.  As  50  kHz/Y 
channel  implementation  progresses  an 
Increasing  number  of  en  route  and  ter¬ 
minal  facilities  (50  kHz/Y  channel  fa¬ 
cilities  and  100  kHz/Y  channel  with  ad¬ 
jacent-channel  interference)  would  be 
unavailable  for  use  with  aircraft  not 
equipped  with  avionics  designed  or  modi¬ 
fied  for  use  with  50  kHz/Y  channel  f£u;il- 
itles.  IFR  flight,  w’ith  inappropriate 
equipment,  attempting  to  utilize  50 
kHz/Y  channel  facilities  or  100  kHz/X 
channel  facilities  with  adjacent-channel 
interference  would  be  hazardous  and  in 
violation  of  the  requirements  of  §  91.33 
(d) (2). 


For  flight  planning  purposes  50  kHz 
facilities  will  be  identifiable  by  the  oper¬ 
ating  frequency  assigned.  Locations 
where  adjacent-channel  interference 
would  be  encountered  will  be  identified 
in  Flight  Information  Publications.  Ad¬ 
ditionally,  6-month  advance  notice  of  50 
kHz  assignments  for  existing  facilities, 
now  operating  with  100  kHz  assignments, 
is  planned  to  be  given  in  Flight  Informa¬ 
tion  Publications. 

A  number  of  equipment  maniifacturers 
advise  that  modification  kits  and  tech¬ 
niques  have  been  developed  for  many 
units  now  in  operational  use.  Owners  and 
(Operators  of  airborne  equipments  are 
encouraged  to  investigate  the  feasibility 
of  modifying  present  equipment  and  to 
ascertain  the  capabilities  of  new  equip¬ 
ments  prior  to  purchase. 

Interested  persons  are  Invited  to  sub¬ 
mit  such  written  data  and  comments  as 
they  may  desire  on  the  program  described 
herein.  Comments  should  be  submitted 
to:  Director,  Office  of  Aviation  Policy 
and  Plans,  Federal  Aviation  Administra¬ 
tion,  800  Independence  Avenue  SW., 
Washington,  DC  20591,  on  or  before 
April  20, 1973. 

All  comments  submitted  will  be  avail¬ 
able  for  inspection  in  Room  935,  Federal 
Office  Building  lOA,  800  Independence 
Avenue  SW„  Washington,  DC  20591. 

Issued  in  Washington,  D.C.,  on  March 
13, 1973. 

Robert  F.  Bacon, 
Director,  Office  of 
Aviation  Policy  and  Plans. 

IFR  Doc.73-5335  Piled  3-20-73:8:45  am] 

COMMISSION  ON  CIVIL  RIGHTS 

DISTRICT  OF  COLUMBIA  ADVISORY 
COMMITTEE 

Notice  of  Open  Meeting 

Notice  is  hereby  given,  pursuant  to  the 
provisions  of  the  rules  and  regulations  of 
the  U.S.  Commission  on  Civil  Rights,  that 
a  meeting  of  the  District  of  Columbia 
Advisory  Committee  will  convene  at  6:30 
p.m.  on  March  22, 1973,  in  the  Conference 
Room  (No.  512)  at  1121  Vermont  Avenue 
NW.,  Washington  DC  20425. 

Persons  wishing  to  attend  this  meeting 
should  contact  the  Committee  Chairman, 
or  the  Mid-Atlantic  Regional  Office  of 
the  Commission  at  2120  L  Street  NW., 
Washington,  DC  20425. 

The  purpose  of  this  meeting  shall  be 
to  hear  and  discuss  any  revisions  of  the 
first  draft  of  the  Committee’s  Report  on 
Discrimination  of  Black  Businessmen  by 
Financial  Institutions  in  the  District  of 
Columbia. 

This  meeting  will  be  conducted  pur¬ 
suant  to  the  rules  and  regulations  of  the 
Commissiem. 

Dated  at  Washington,  D.C.,  March  14, 
1973. 

Isaiah  T.  Creswell,  Jr., 
Advisory  Committee 
Management  Officer. 

[FR  Doc.73-^537  Piled  3-20-73:8:46  am] 
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NOTICES 


NEW  JERSEY  STATE  ADVISORY 
COMMITTEE 

Notice  of  Open  Meeting 

Notice  Is  hereby  given,  pursuant  to  the 
provision  of  the  rules  and  regulations  of 
the  U.S.  Commission  on  Civil  Rights,  that 
a  meeting  of  the  New  Jersey  State  Ad¬ 
visory  Committee  will  convene  at  7:30 
p.m.  on  March  22,  1973,  in  Room  730, 
Federal  Building,  970  Broad  Street,  New¬ 
ark,  NJ  07102.  Pers<His  wishing  to  attend 
this  meeting  should  contact  the  Commit¬ 
tee  Chairman,  or  the  Mid-Atlantic  Re¬ 
gional  OflBce  of  the  Commission  at  2120 
L  Street  NW.,  Room  510,  Washington, 
E)C  20425. 

The  purpose  of  this  meeting  shall  be 
to  review  all  field  operations  between 
March  12  and  March  16,  in  connection 
with  the  New  Jersey  Committee’s  prison 
project. 

This  meeting  will  be  conducted  pur¬ 
suant  to  rules  and  regulations  of  the 
Commission. 

Dated  at  Washington,  D.C.,  March  13, 
1973. 

Isaiah  T.  Creswell,  Jr., 
Advisory  Committee 
Management  Officer. 

[FR  Doc.73-5536  FUed  3-20-73:8 :45  am] 


ENVIRONMENTAL  PROTECTION 
AGENCY 

BENZOYL  CHLORIDE  (2,4,6- 
TRICHLOROPHENYL)  HYDRAZONE 

Reextension  of  Temporary  Tolerance 
Correction 

In  FR  Doc.  73-4923  appearing  on  page 
6917  of  the  issue  for  Wednesday,  March 
14,  1973,  in  the  eighth  line  from  the  end 
of  the  first  paragraph  the  word  “as” 
should  read  “at”. 


ENVIRONMENTAL  IMPACT  STATEMENTS 
Availability  of  Agency  Comments 

Pursuant  to  the  requirements  of  sec¬ 
tion  102(2)  (C)  of  the  National  Environ¬ 
mental  Policy  Act  of  1969  and  section  309 
of  the  Clean  Air  Act,  as  amended,  the 
Environmental  Protection  Agency  (EPA) 
has  reviewed  and  commented  in  writing 
on  Federal  agency  actions  impwicting 
the  environment  contained  in  the  fol¬ 
lowing  appendices  during  the  period 
from  February  1,  1973,  to  February  15, 
1973. 

Appendix  I  contains  a  listing  of  draft 
environmental  impact  statements  re¬ 
viewed  and  commented  upon  in  writing 
during  this  reviewing  period.  The  list 
Includes  the  Federal  agency  responsible 
for  the  statement,  the  number  and  title 
of  the  statement,  the  classification  of  the 
nature  of  EPA’s  comments  as  defined  in 
Appendix  n,  and  the  EPA  source  for 
copies  of  the  comments  as  set  forth  in 
Appendix  V. 

Appendix  n  ccoitains  the  definitions  of 
the  classifications  of  EPA’s  comments  on 
the  draft  environmental  impact  state¬ 
ments  as  set  forth  in  Appendix  I. 

Appendix  in  contains  a  listing  of  final 
environmental  impact  statements  re¬ 
viewed  and  commented  upon  in  writing 


during  this  reviewing  period.  The  listing 
will  include  the  Federal  agency  respon¬ 
sible  for  the  statement,  the  number  and 
title  of  the  statement,  a  summary  of  the 
nature  of  EPA’s  comments,  and  the  EPA 
source  for  copies  of  the  comments  as  set 
forth  in  Appendix  V. 

Appendix  IV  cmiteins  a  listing  of  pro¬ 
posed  Federal  agency  regulations,  legis¬ 
lation  proposed  by  F^eral  agencies,  and 
any  other  proposed  actions  reviewed  and 
commented  upon  in  writing  pursuant  to 
section  309(a)  of  the  Clean  Air  Act,  as 
amended,  diulng  the  referenced  review¬ 
ing  period.  The  listing  includes  the  Fed¬ 
eral  agency  responsible  for  the  proposed 
action,  the  title  of  the  action,  a  summary 
of  the  nature  of  EPA’s  comments,  and 
the  EPA  source  for  copies  of  the  com¬ 
ments  as  set  forth  in  Appendix  V. 

Appendix  V  contains  a  listing  of  the 
names  and  addresses  of  the  sources  for 


copies  of  EPA  comments  listed  in  Ap¬ 
pendices  I,  m,  and  rv. 

Copies  of  the  EPA  Order  1640.1,  setting 
forth  the  policies  and  procedures  for 
EPA’s  review  of  agency  actions,  may  be 
obtained  by  writing  the  Public  Inquir¬ 
ies  Branch,  OflBce  of  Public  Aflfairs,  En¬ 
vironmental  Protection  Agency,  Wash¬ 
ington,  D.C.  20460.  Copies  of  the  draft 
and  final  environmental  impact  state¬ 
ments  referenced  herein  are  available 
from  the  originating  Federal  department 
or  agency  or  from  the  National  Tech¬ 
nical  Information  Service,  U.S.  Depart¬ 
ment  of  Commerce,  Springfield,  Va. 
22151. 

Dated:  March  8, 1973. 

Sheldon  Meyers, 

Director, 

Office  of  Federal  Activities. 


Appendix  I 


DRAFT  EN'TIRONUENTAL  IMPACT  STATEMENTS  FOR  WHICH  COMMENTS  WERE  ISSUED  BETWEEN  FEBRUARY  I,  1973,  AND 

FEBRUART  16,  1973 


Responsible  Federal  agency 


Title  and  Identifying  number 


General  Source  for 
nature  of  copies  of 
comments  comments 


Atomic  Energy  Commission . D-AEC-00079-PA:  Limerick  Generating  Station,  Units  ER-2 

1  and  2,  Pa. 

Do . D-AEC-00087-TN:  Test  and  Research  Reactor  Fuel  LO-2 

Element,  Oak  Ridge,  Tenn. 

Do . .  D-AEC -(WiQ-C  A:  Diablo  Canyon  Reactor  Units  1  and  3 

2,  Calif 

Do . . . D-AEC-06074-NY:  James  A.  FiUpatrlck  Nuclear  ER-2 

Power  Plant,  N.Y. 

U.S.  Coast  Guard . D-CGD-6011D-SC:  Charleston  County  (Wadmalaw  LO-l 

Island,  Highway  Bridge  and  approaches  across  Church 
Creek  (S.C.  Route7U0),  8.C. 

Corps  of  Engineers  (Civil  Works) .  D-COE-30(M8-G  U :  Agana  Small  Boat  Harbor,  Guam. .  .  LO-2 

Do . D-COE-300M-A8:  OFU  Boat  Harbor,  Manua  Islands,  LO-l 

American  Samoa. 

Do . . . D-COE-30065-HI:  Prevention  and  Mitigation  of  Shore  LO-l 

Damage,  Maui,  Hawaii. 

Do . . . D-COE-32400-LA:  Bayou  Lafourche  and  Lafourche-  ER-2 

Jump  Waterway,  La. 

Do . . . D-COE-S2403-LA;  Red  River  Waterway,  Louisiana,  ER-2 

Texas,  Arkansas,  and  Oklalioma,  and  related  projects. 

Do . . . D-COE-84060-NY:  Oswego  Steam  Station  Unit  No.  6,  ER-2 

N.Y. 

Do . . . . D-COE-36052-CT:  Homsatonlc  River  Maintenance  ER-2 

Dredring,  Stratford  and  Milford  Counties,  Conn. 

Do . . . D-COE-36053-NY;  Maintenance  Dredging  of  Little  LO-l 

Neck  Bay,  N.Y. 

Do . D-COE-3fiOM-NY:  Maintenance  Dredging  of  Pcconlc  LO-l 

River,  N.Y. 

Do . D-COE-3618&-CA:  Sweetwater  River  Channel,  San  3 

Diego  County,  Calif. 

Do . . . D-COE-36I94-MA:  Charles  River  Locks  and  Dam  ER-2 

Prefect,  Boston,  Mass. 


Waste  Composting,  BeltsviUe,  Md. 

Do . D-DOA-86160-ND:  Starkweather  Watershed  Project,  EU-2 

N.  Dak. 


Do . D-DOA-89113-ND:  Proposed  Commitment  of  New  LO-2 

Sugar  Bean  Producing  Area,  Wahijcton,  N.  Dak.  > 

Do . D-DOA-9!)Oi2-Nl):  Proposed  Commitment  of  New  LO-2 

Sugar  Bc;ui  Producing  Area,  Hillsboro,  N.  Dak. 

Department  of  the  Interior.. _ D-DOI-61104-AK:  Proposed  Semidi  Wilderness  Area,  LO-l 

Do . D-DOI-61116-AK:  Proposed  Unimak  Island  Wilder-  LO-l 

ness,  Alaska. 

Do . D-DOI-32396-CO:  Twin  Lakes  Dam  and  Reservoir  LO-2 

Enlargement  and  Mount  Elbert  Fwebay:  Fryingpan- 
Arkansas  Project,  Colo. 

Department  of  Transportation...  D-DOT-4161{i-N  Y:  Long  Island  Sound  Crossing  and  ER-2 
Approach  Highways,  N.Y. 

Do . D-DOT-41044-UT:  Clear  Creek  Canyon  1-70,  Utah _ LO-2 

Do . D-DOT-H652-NH:  U.S.  Route  302,  Carroll,  N.H . LO-2 

Do . D-DOT-41666 -C A:  Slope  Protection,  Santiago  Canyon  LO-l 

Road  Route  1279,  Cauf. 

Do . D-DOTHil668-I)E:  Reconstruction  of  Delaware  Route  ER-2 

397,  New  Castle,  Del. 

Do . D-I)OT-60n4-TX:  Second  Span  of  Laredo  Interna-  LO-l 

tional  Bridge,  Tex. 

Do . D-DOT  51214- PA:  Greater  Pittsimrgh  International  EH-2 

Airport,  Pittslmrgli,  Pa. 

Federal  Aviation  Administration.  D-FAA-61224-CA:  Los  Angeles  International  Airport  LO-l 
.  Land  Acquisition,  Calif. 

Federal  Highway  Admlnlstra-  D-FHW-4169l-SI>:  Project  No.  8A  0124,  Yankton  LO  1 
tlon.  County.  8.  Dak. 

Do . D-FHW  60117-MT:  Project  No.  RS  €8  (6)  Bridge  Site  LO  2 


Study  norlliwest  of  Winifred,  Mont. 

Do . D-FHW  41009  OR:  Lewis  and  Clark  Highway,  Clark  ER-I 

County,  Portland,  Oreg. 

Do . 1 . D-FHW-41034  .Ml):  U.S.  Route  16,  Putman  Road  to  LO-l 

Kelly’s  Store  Road,  Frederick  County,  Md. 

Do . D-FHW-41fl07-VA:  Route  68.  Mcklcnburg  County,  Va.  LO-2 

Do . D-FHW-4I672  NB:  Project  RS-66  6(101)112,  Highway  LO  2 

66  Improvement,  Butler  and  Saunders  Counties,  Nebr. 


D 
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C 

C 

7 

B 

D 

I 

I 

I 

K 

K 

I 

C 

I 

B 

J 

1) 

G 

I) 

J 

I 

I 

K 

D 

1) 

H 


FEDERAL  REGISTER,  VOL.  38,  NO.  54— WEDNESDAY,  MARCH  21,  1973 


NOTICES 


Responslblt  Federal  agency  Title  and  Identifying  number 


Do . D-FHW-4169J-PA:  Kelly’s  Store  Road  to  Pennsylvania 

State  iine.  Pa. 

Do . D-FUW-^16B3-MA:  Route  82,  Volume  I,  Worcester- 

Sterling,  Volume  II.  Sterlliig-Leominster,  Mass. 

Do  . D-FHW-41660-Ky:  Laurel  County,  Kentucky  KY- 

812-1-76,  Connector  SP-68-49«-3e;  2-162(2),  Ky. 

Do . . D-FIIW-iieai-NC:  Oraham  County,  North  Carolina 

and  Monroe  County,  Tenn.,  Public  Lands  Highway, 
Tellico  Plains,  Robbinsville  Highway,  N.C. 

Do . D-FHW-41663-NC:  Gilford  County,  N.C,  U.S.  421 

(West  Market  Street),  Greensboro,  N.C. 

Federal  Power  Commission.. _ r)-FPC-06424-WV;  Racine  Project  Ohio/West  Virginia. 

Do . D-FPC-80116  SC:  Saluda  Project  No.  616,  Saluda 

River  and  trll>utaries,  S.C. 

General  Services  Adinlnlsfration.  D-GSA-81116-PA:  Social  Security  Administration  Pay¬ 
ment  Center,  Philadelphia,  Pa. 

Interstate  Commerce  Commis-  D-ICC-63016-WA:  Proposed  Burlington  Northern,  Inc., 
Sion.  King  County,  Wash. 


General  Source  for 
nature  of  eoplea  of 
oommenta  oommen  ta 


LO-1  D 

ER-2  B 

LO-2  B 

LO-2  K 

LO-2  E 

LO-2  n 

LO-2  E 

ER-1  D 

LO-2  K 


Appendix  n — Definition  of  Codes  foe  the 
Genhial  Nature  of  EPA  Comments 

ENVIRONMENTAL  IMPACT  OF  THE  ACTION 

LO — Lack  of  Objections. 

EPA  has  no  objections  to  the  j^oposed  ac¬ 
tion  as  described  In  the  draft  impact  state¬ 
ment;  or  suggests  only  minor  changes  In  the 
proposed  action. 

ER — Environmental  Reservations. 

EPA  has  reservations  concerning  the  en¬ 
vironmental  effects  of  certain  aspects  of  the 
proposed  action.  EPA  believes  that  further 
study  of  suggested  alternatives  or  modifica¬ 
tions  Is  required  and  has  asked  the  origina¬ 
ting  Federal  agency  to  reassess  these  aspects. 

EU — Environmentally  Unsatisfactory. 

EPA  believes  that  the  proposed  action  Is 
unsatisfactory  because  of  Its  potentially 
harmful  effect  on  the  environment.  Further¬ 
more,  the  Agency  believes  that  the  potential 
safeguards  which  might  be  utilized  may  not 
adequately  protect  the  environment  from 
hazards  arising  from  this  action.  The  Agency 
recommends  that  alternatives  to  the  action 
be  analyzed  fimther  (including  the  possibility 
of  no  action  at  all) . 

'  ADEQUACY  OF  THE  IMPACT  STATEMENT 

Category  1 — Adequate. 

The  draft  impact  statement  adequately  sets 
forth  the  environmental  Impact  of  the  pro¬ 
posed  project  or  action  as  well  as  alternatives 
reasonably  available  to  the  project  or  action. 

Category  2 — Insufficient  Information. 

EPA  believes  that  the  draft  impact  .state¬ 
ment  does  not  contain  sufficient  Information 
to  assess  fully  the  environmental  Impact  of 
the  proposed  project  or  action.  However,  from 
the  information  submitted,  the  Agency  is 
able  to  make  a  preliminary  determination  of 
the  Impact  on  the  environment.  EPA  has  re¬ 
quested  that  the  originator  provide  the  in¬ 
formation  that  was  not  Included  in  the  draft 
statement. 

Category  3 — Inadequate. 

EPA  believes  that  the  draft  impact  state¬ 
ment  does  not  adequately  assess  the  environ¬ 
mental  Impact  of  the  proposed  project  or 
action,  or  that  the  statement  Inadequately 
analyzes  reasonably  available  alternatives. 
The  Agency  has  requested  more  information 
and  analysis  concerning  the  potential  envi¬ 
ronmental  hazards  and  has  asked  that  sub¬ 
stantial  revision  be  made  to  the  Impact 
statement. 

If  a  draft  impact  statement  is  assigned  a 
Category  3,  no  rating  will  be  made  of  the 
project  or  action,  since  a  basis  does  not  gen¬ 
erally  exist  on  which  to  make  such  a  deter¬ 
mination. 


Appendix  III 


PINAL  ENVIRONMENTAL  IMPACT  STATEMENTS  FOB  WHICH 
COMMENTS  WERE  ISSUED  BETWEEN  PEBRUART  1,  1973, 
AND  PEBRUART  16,  1^73 


Idpntlfy- 

General 

Source  (or 

ing 

Title 

nature  of 

copies  of 

number 

comments 

commeuu 

None . 

Appendix  IV 


KEC.VLATIONS,  LEGISLATION  AND  OTHER  FEDERAL  AGENCY 
ACTIONS  FOR  WHICH  COMMENTS  WERE  ISSUED  BETWEEN 
PEBRUART  I,  1973,  AND  PEBRCABT  15,  1973 


General 

Source  (or 

Agency 

Title 

nature  of 

copies  of 

comments 

comments 

None . 

Appendix 

V — Sources 

FOR  Copies 

OF  EPA 

Comments 

A.  Director,  Office  of  Public  Affairs,  Envi¬ 
ronmental  Protection  Agency,  401  M  Street 
SW.,  Washington.  DC  20460. 

B.  Director  of  Public  Affairs,  Region  I,  En¬ 
vironmental  Protection  Agency,  Room  2303, 
John  F.  Kennedy  Federal  Building,  Boston, 
Mass.  02203. 

C.  Director  of  Public  Affairs,  Region  II,  En¬ 
vironmental  Protection  Agency,  Room  847, 
26  Federal  Plaza,  New  York,  NY  10007. 

D.  Director  of  Public  Affairs,  Region  III, 
Environmental  Protection  Agency,  Curtis 
Building,  Sixth  and  Walnut  Streets,  Phila¬ 
delphia.  PA  19106. 

E.  Director  of  Public  Affairs,  Region  IV, 
Environmental  Protection  Agency,  Suite  300, 
1421  Peachtree  Street  NE.,  Atlanta,  GA  30309. 

F.  Director  of  Public  Affairs,  Region  V, 
Environmental  Protection  Agency.  1  North 
Wacker  Drive,  Chicago,  IL  60606. 

G.  Director  of  Public  Affairs,  Region  VI, 
Environmental  Protection  Agency,  1600  Pat¬ 
terson  Street,  Dallas,  TX  75201. 

H.  Director  of  Public  Affairs.  Region  vn. 
Environmental  Protection  Agency,  1736  Bal¬ 
timore  Street,  Kansas  City,  MO  64108. 

I.  Director  of  Public  Affairs,  Region  Vin, 
Environmental  Protection  Agency,  Lincoln 
Tower,  Room  916,  1860  Lincoln  Street,  Den¬ 
ver,  CO  80203. 

J.  Director  of  Public  Affairs,  Region  IX, 
Environmental  Protection  Agency,  100  Cali¬ 
fornia  Street,  San  Francisco,  CA  94102. 
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K.  Director  of  Public  Affairs,  Region  X.  En- 
▼ironmental  Protection  Agency,  1200  Sixth 
Avenue,  Seattle,  WA  98101.  > 

[FR  Doc.73-5287  FUed  3-20-73;8:45  am] 


FEDERAL  MARITIME  COMMISSION 

CITY  OF  MILWAUKEE  AND  OPTICS  FOR 
INDUSTRY 

Notice  of  Agreement  Filed 

Notice  is  hereby  given  that  the  follow¬ 
ing  agreement  has  been  filed  with  the 
Commission  for  approval  pursuant  to 
section  15  of  the  Shipping  Act,  1916,  as 
amended  (39  Stat.  733,  75  Stat.  763,  46 
U.S.C.  814). 

Interested  parties  may  inspect  and  ob¬ 
tain  a  copy  of  the  agreement  at  the 
Washington  ofiBce  of  the  Federal  Mari¬ 
time  Commission,  1405  I  Street  NW., 
Room  1015;  or  may  inspect  the  agree¬ 
ment  at  the  field  offices  located  at  New 
York,  NY,  New  Orleans,  La.,  and  San 
Francisco,  Calif.  Comments  on  such 
agreements,  including  requests  for  hear¬ 
ing,  may  be  submitted  to  the  Secretary, 
Federal  Maritime  Commission,  Wash¬ 
ington,  D.C.,  20573,  on  or  before  April 
10,  1973.  Any  person  desiring  a  hearing 
on  the  proposed  agreement  shall  pro¬ 
vide  a  clear  and  concise  statement  of 
the  matters  upon  which  they  desire  to 
adduce  evidence.  An  allegation  of  dis¬ 
crimination  or  unfairness  shall  be  ac¬ 
companied  by  a  statement  describing  the 
discrimination  or  unfairness  with  par¬ 
ticularity.  If  a  violation  of  the  Act  or 
detriment  to  the  commerce  of  the  United 
States  is  alleged,  the  statement  shall  set 
forth  with  particularity  the  acts  and  cir¬ 
cumstances  said  to  constitute  such  viola¬ 
tion  or  detriment  to  commerce. 

A  copy  of  any  such  statement  should 
also  be  forwarded  to  the  party  filing  the 
agreement  (as  indicated  hereinafter) 
and  the  statement  should  indicate  that 
this  has  been  done. 

Notice  of  agreement  filed  by: 

Mr.  J.  A.  Seefeldt, 

Municipal  Port  Director, 

City  of  Milwaukee, 

Room  606  City  Hall, 

Milwaukee,  Wis.  53202. 

Agreement  No.  T-2756,  between  the 
City  of  Milwaukee  (CTity)  and  Optics 
for  Industry  (Optics) ,  is  a  lease  of  prop¬ 
erty  on  the  South  Harbor  Tract  in  the 
CTlty  of  Milwaukee,  Wis.,  containing  ap¬ 
proximately  nine  acres.  Optics  will  use 
the  premises  for  operating  and  main¬ 
taining  storage  tanks,  heating  and 
pumping  equipment,  and  other  facilities 
in  connection  with  the  receipt,  prepara¬ 
tion,  processing,  handling  and/or  ship¬ 
ping  of  liquid  and  other  cargo  and  car¬ 
rying  on  those  activities  related  to  the 
fabrication  of  materials,  servicing,  sup¬ 
plying  and  repairing  of  vessels,  and  all 
other  services  related  to  waterfront  ac¬ 
tivities.  Optics  shall  hold  the  above  prem¬ 
ises  for  the  current  proposed  term 
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which  will  expire  on  December  31,  1977. 
Optics  shall  have  two  5-year  option 
periods  subject  to  rental  adjustment. 
Optics  will  pay  to  the  City  as  rent 
$16,800  per  annum  for  each  of  the  first 
2. years  of  the  term.  For  each  of  the  last 
3  years  of  the  term,  Optics  will  pay 
$17,300.  As  additional  rent.  Optics  will 
pay  wharfage,  pipeline  delivery  charges, 
and  track  rental  as  more  sp>ecifically  pro¬ 
vided  in  the  agreement.  Subject  to  sec¬ 
ondary  use  by  the  City,  Optics  will  have 
the  exclusive  use  of  certain  spur  tracks 
serving  the  facility.  Other  tracks  as  des¬ 
ignated  may  be  utilized  by  Optics  on  a 
joint  basis  with  other  harbor  tenants. 
Optics  will  also  have  a  preferential  but 
nonexeclusive  right  to  berth  vessels  on 
the  north  side  or  Mimicipal  South  Pier 
No.  5  (tanker  pier) .  Supplemental  berth¬ 
ing  privileges  will  be  granted  at  other 
locations.  Whenever  this  occurs.  Optics 
will  i>ay  to  the  City  wharfage  charges  at 
the  same  rate  and  in  the  same  manner  as 
would  be  paid  for  the  preferentially  as¬ 
signed  facilities. 

Dated:  March  16, 1973. 

By  order  of  the  Federal  Maritime 
Commission. 

Francis  C.  Hurney, 
Secretary. 

IFR  Doc.73-5391  Piled  3-20-73:8:45  am] 


MATSON  NAVIGATION  CO.  AND  HILO 

TRANSPORTATION  &  TERMINAL  CO. 

Notice  of  Agreement  Filed 

Notice  is  hereby  given  that  the  follow¬ 
ing  agreement  has  been  filed  with  the 
Commission  for  approval  pursuant  to 
section  15  of  the  Shipping  Act,  1916,  as 
amended  (39  Stat.  733,  75  Stat.  763,  46 
U.S.C.  814). 

Interested  parties  may  inspect  and  ob¬ 
tain  a  copy  of  the  agreement  at  the 
Washington  oflBce  of  the  Federal  Mari¬ 
time  Commission,  1405  I  Street  NW., 
Room  1015:  or  may  inspect  the  agree¬ 
ment  at  the  field  oflBces  located  at  New 
York,  NY,  New  Orleans,  La.,  and  San 
Francisco,  Calif.  Comments  on  such 
agreements,  including  requests  for  hear¬ 
ing.  may  be  submitted  to  the  Secretary, 
Federal  Maritime  Commission,  Washing¬ 
ton,  D.C.  20573,  on  or  before  April  2, 
1973.  Any  person  desiring  a  hearing  on 
the  proposed  agreement  shall  provide  a 
clear  and  concise  statement  of  the  mat¬ 
ters  upon  which  they  desire  to  adduce 
evidence.  An  allegation  of  discrimina¬ 
tion  or  unfairness  shall  be  accompanied 
by  a  statement  describing  the  discrimi¬ 
nation  or  unfairness  with  particularity. 
If  a  violation  of  the  Act  or  detriment  to 
the  commerce  of  the  United  States  is 
alleged,  the  statement  shall  set  forth  with 
particularity  the  acts  and  circumstances 
said  to  constitute  such  violation  or  detri¬ 
ment  to  commerce. 

A  copy  of  any  such  statement  should 
also  be  forwarded  to  the  party  filing  the 
agreement  (as  indicated  hereinafter) 
and  the  statement  should  Indicate  that 
this  has  been  done. 

Notice  of  agreement  filed  by: 


Peter  P.  Wilson,  Counsel,  Matson  Navigation 
Co..  100  Mission  Street,  San  Francisco,  CA 
94105. 

Agreement  No.  T-2740,  between  Mat- 
son  Navigation  Co.  (Matson)  and  Hilo 
Transportation  &  Terminal  Co.  (Hilo), 
is  a  cargo  services  agreement  whereby 
Hilo  is  to  provide  Matson  comprehen¬ 
sive  terminal,  stevedoring,  container 
yard,  container  freight  station,  and  other 
incidental  services  for  Matson  vessels 
calling  at  the  Port  of  Hilo,  Hawaii.  As 
comp>ensation,  Hilo  is  to  receive  rates  as 
agreed  to  by  the  parties  and  filed  with 
the  Federal  Maritime  Commission. 

Dated:  March  15,  1973. 

By  order  of  the  Federal  Maritime 
Commission. 

Francis  C.  Hurney, 
Secretary. 

IFR  Doc.73-5392  Filed  3-20-73;8;45  am] 

SCANDINAVIAN  EAST  AFRICA  LINE  AND 
SOUTH  SHIPPING  LINES-IRAN  LINE 

Notice  of  Agreement  Filed 

Notice  is  hereby  given  that  the  follow¬ 
ing  agreement  has  been  filed  with  the 
Commission  for  approval  pursuant  to 
section  15  of  the  Shipping  Act,  1916,  as 
amended  (39  Stat.  733,  75  Stat.  763,  46 
U.S.C.  814). 

Interested  parties  may  inspect  and  ob¬ 
tain  a  copy  of  the  agreement  at  the 
Washington  office  of  the  Federal  Mari¬ 
time  Commission,  1405  I  Street  NW., 
Room  1015;  or  may  inspect  the  agree¬ 
ment  at  the  field  offices  located  at  New 
York,  N.Y.,  New  Orleans,  La.,  and  San 
Francisco,  Calif.  Comments  on  such 
agreements,  including  requests  for  hear¬ 
ing,  may  be  submitted  to  the  Secretary, 
Federal  Maritime  Commission,  Washing¬ 
ton,  D.C.  20573,  on  or  before  April  10, 
1973.  Any  person  desiring  a  hearing  on 
the  proposed  agreement  shall  provide  a 
clear  and  concise  statement  of  the  mat¬ 
ters  upon  which  they  desire  to  adduce 
evidence.  An  allegation  of  discrimination 
or  unfairness  shall  be  accompanied  by 
a  statement  describing  the  discrimina¬ 
tion  or  unfairness  with  particularity.  If 
a  violation  of  the  Act  or  detriment  to 
the  commerce  of  the  United  States  is  al¬ 
leged,  the  statement  shall  set  forth  with 
particularity  the  acts  and  circumstances 
said  to  constitute  such  violation  or  detri¬ 
ment  to  commerce. 

A  copy  of  any  such  statement  should 
also  be  forwarded  to  the  party  filing  the 
agreement  (as  indicated  hereinafter)  and 
the  statement  should  indicate  that  this 
has  been  done. 

Notice  of  agreement  filed  by: 

J.  J.  Soleto,  Inbound  Manager,  Jan  C.  Ulter- 
wyk  Co.,  Inc.,  General  Agents,  South  Ship¬ 
ping  Lines-Iran  Line,  715  East  Bird  Street, 
Tampa,  FL  33604. 

Agreement  No.  10042  is  a  transship¬ 
ment  agreement  between  the  Scandina¬ 
vian  East  Africa  Line  and  the  South 
Shipping  Ldnes-Iran  Line  applying  to  the 
transportation  of  general  cargo  moving 
under  through  bills  of  lading  from  ports 
of  Madagascar  served  by  Scandinavian 


East  Africa  Line  to  U.S.  Atlantic  and 
Gulf  ports  served  by  South  Shipping 
Lines-Iran  Line  with  transshipment  at 
Tamatave  or  any  other  Malagasy  port. 

Dated:  March  16, 1973, 

By  order  of  the  Federal  Maritime 
Commission. 

Francis  C.  Hurney, 
Secretary. 

|FR  Doc.73  5393  Filed  3-20-73:8:45  am] 


(Docket  No.  73-12] 

SEA-LAND  SERVICE,  INC.  ET  AL. 

Order  of  Investigation  and  Suspension  Re¬ 
garding  Proposed  ILA  Surcharges  in  U.S. 

Atlantic  and  Gulf/Puerto  Rico  Trade 

On  March  17,  1973,  and  March  18, 
1973,*  Sea-Land  Service,  Inc.  (Sea- 
Land),  Seatrain  Lines  Inc.  (Seatrain), 
and  Transamerlcan  Trailer  Transport 
Inc.  (TTT)  propose  to  put  into  effect 
surcharges  in  the  trade  between  U.S. 
Atlantic  ports  and  Puerto  Rico  *  amount¬ 
ing  to  15.2  percent  to  allegedly  offset  in¬ 
creased  labor  costs  resulting  from  their 
current  contract  with  the  International 
Longshoremen’s  Association  (ILA).  The 
surcharges  were  filed  pursuant  to  special 
permissions  authorizing  that  form  of 
publication.  In  accordance  with  Amend¬ 
ment  1  to  General  Order  No.  11  (46 
CFR  512.3(d)  (1) ) ,  each  carrier  has  filed 
financial  and  other  data  in  support  of 
the  increases. 

The  three  carriers  have  used  common 
methodology  in  arriving  at  the  amount 
of  surcharge  requested.  Basically  they 
have  computed  the  costs  to  them  of  each 
segment  of  the  new  ILA  contract  (Octo¬ 
ber  1,  1971  to  September  30,  1974)  as 
compared  with  their  costs  under  the  con¬ 
tract  ending  September  30,  1971.  The 
segments  include: 

(a)  Wages  and  fringe  benefits  at  all 
PKjrts; 

(b)  Container  royalties  at  all  ports  for 
containers  loaded  or  stripped  by  non- 
ILA  labor;  and 

(c)  Assessments  by  the  New  York 
Shipping  Association. 

The  resulting  dollar  amounts,  in  the 
form  of  net  increases  in  costs,  were  then 
applied  to  forecasted  revenues  from 
March  15,  1973,  to  September  30,  1974, 
to  determine  what  percentage  those  reve¬ 
nues  would  have  to  be  lncrea.sed  in  order 
to  recover  the  increased  costs.  In  order 
to  remain  competitive,  two  carriers  then 
lowered  the  amount  of  the  proposed  sur¬ 
charges  to  the  level  of  the  third. 

Twenty-five  protests  to  these  sur¬ 
charges  have  thus  far  been  received  by 
the  Commission  raising  various  legal  and 
factual  issues.  The  Commission’s  staff 
has  also  reviewed  the  material  filed  in 


1  surcharge  was  filed  1  day  later 

than  those  of  Sea-Land  and  Seatrain. 

*  Although  the  Sea-Land  and  Seatrain 
tariffs  to  which  the  surcharges  apply  Include 
ports  In  the  Gulf  of  Mexico  as  well  as  ports 
In  the  Atlantic,  those  two  carriers  have  pre¬ 
sented  no  data  In  support  of  application  of 
the  surcharges  thereto. 
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support  of  the  increases  and  raises  ad¬ 
ditional  questions.  Among  the  various 
issues  are: 

(1)  Whether  costs  Incurred  in  the  past 
may  be  recovered  by  a  prospective  rate 
increase. 

(2)  Whether  costs  which  are  based 
upon  cargo  carried  in  the  past  but  which 
have  become  payable  oiily  at  present 
can  be  used  to  justify  a  prospective  rate 
increase. 

(3)  Whether  costs  which  can  be  spe¬ 
cifically  identified  with  one  port  only 
(New  York)  should  be  recovered  by  a 
rate  increase  applicable  to  all  ports  in 
the  trade. 

(4)  Whether  costs  which  are  assessed 
on  a  tonnage  basis  should  be  recovered 
on  a  revenue  basis,  thus  giving  preference 
to  heavier  and  lower  rated  cargo. 

(5)  Whether  the  new  ILA  contract 
provides  for  productivity  gains  which 
would  reduce  the  need  for  the  proposed 
surcharges. 

The  rates  upon  which  the  surcharges 
are  sought  to  be  imposed  are  rates  which 
are  currently  under  investigation  in 
Dockets  Nos.  71-30,  71-42,  and  71-43.  In 
arriving  at  their  projected  1972  rates  of 
return  in  those  proceedings,  two  of  the 
carriers  projected  certain  increases  in 
ILA  costs  which  are  partially  duplicative 
of  the  increases  submitted  in  support  of 
these  surcharges.* 

Upon  consideration  of  the  carriers’ 
data  and  of  the  facts  stated  above,  the 
Commission  is  of  the  opinion  that  the 
proposed  surcharges  should  be  made  the 
subject  of  a  public  investigation  and 
hearing  to  determine  whether  they  are 
unjust,  unreasonable,  or  otherwise  un¬ 
lawful  imder  sections  16  First  and  18(a) 
of  the  Shipping  Act,  1916,  and  sections 
3  and  4  of  the  Intercosistal  Shipping  Act, 
1933. 

Under  the  circumstances,  however,  the 
Commission  is  of  the  opinion  that  the 
full  exercise  of  its  suspension  authority 
would  not  be  warranted.  There  are  obvi¬ 
ously  cost  Increases  imder  the  new  ILA 
contract,  the  full  Impact  of  which  was 
unknown  during  the  proceedings  in 
Dockets  Nos.  71-30,  71-42,  and  71-43.  By 
using  Sea-Land’s  figures  because  of  its 
position  as  the  daminant  carrier,  and  by 
eliminating  costs  which:  (1)  Have  been 
admittedly  incurred  and  paid  in  the 
past;  (2)  have  not  been  adequately  sup¬ 
port^  by  suflOcient  data;  and/or  (3) 
which  relate  solely  to  expenses  limited 
to  the  port  of  New  York;  the  Commis¬ 
sion  has  arrived  at  the  conclusion  that 
as  an  interim  measure,  that  portion  of 
the  surcharge  not  exceeding  5.2  percent 
applicable  to  all  U.S.  Atlantic  ports  would 
not  require  suspension,  although  the  en¬ 
tire  surcharge  will  be  subject  to  investi¬ 
gation  herein. 

The  Commission  is  of  the  further 
opinion  that  the  use  of  costs  attributable 
to  cargo  carried  in  the  past  to  justify 
prospective  rate  Increases  may  be  viola- 


*In  the  case  of  Sea-Land  the  duplication 
totals  approximately  $3,173,000  out  of  a 
claimed  Increase  of  $17,300, OOO'and  for  TIT, 
approximately  $251,000  out  of  $8,631,000. 


tive  of  the  standards  set  forth  in  section 
18(a)  of  the  Shipping  Act,  1916,  and  sec¬ 
tions  3  and  4  of  the  Intercoastal  Ship¬ 
ping  Act,  1933. 

Good  cause  appearing,  therefore; 

It  is  ordered.  That  pursuant  to  the  au¬ 
thority  of  section  22  of  the  Shipping  Act, 
1916,  and  sections  3  and  4  of  the  Inter¬ 
coastal  Shipping  Act,  1933,  an  investi¬ 
gation  is  hereby  instituted  into  the  law¬ 
fulness  of  the  tariff  pages  and  supple¬ 
ments  listed  in  Appendix  A  hereto*  for 
the  purpose  of  making  such  findings  and 
orders  as  the  facts  and  circumstances 
warrant.  In  the  event  the  tariff  matters 
hereby  placed  under  investigation  are 
further  changed,  amended,  or  reissued, 
such  changes  are  hereby  ordered  to  be 
made  a  part  of  this  investigation; 

It  is  further  ordered.  That  pursuant 
to  section  3,  Intercoastal  Shipping  Act, 
1933,  the  aforementioned  tariff  pages 
and  supplements  are  hereby  suspended 
and  the  use  thereof  deferred  to  and  in¬ 
cluding  July  16,  1973,  unless  otherwise 
ordered  by  the  Commission; 

It  is  further  ordered.  That  there  shall 
be  filed  immediately  by  Sea-Land  Serv¬ 
ice,  Inc.,  Seatrain  lines,  Inc.,  and  Trans- 
american  Trailer  Transport,  Inc., 
consecutively  numbered  supplements  to 
the  tariffs  listed  in  Appendix  A,  which 
supplements  shall  bear  no  effective  date, 
shall  reproduce  the  portion  of  this  order 
wherein  the  suspended  matters  are  de¬ 
scribed,  and  shall  state  that  the  matters 
are  suspended  and  may  not  be  used 
until  July  17,  1973,  unless  otherwise  au¬ 
thorized  by  the  Commission  and  that  the 
suspended  matters  may  not  be  changed, 
except  as  ordered  herein,  until  this  pro¬ 
ceeding  has  been  disposed  of,  or  until 
the  period  of  suspension  has  expired, 
whichever  comes  first,  unless  otherwise 
ordered  by  the  Commission; 

It  is  further  ordered.  That  there  may 
be  filed  by  Sea-Land  Service,  Inc.,  Sea- 
train  Lines,  Inc.,  and  Transamerican 
Trailer  Transport,  Inc.,  the  tariff  matter 
necessary  to  effectuate  a  surcharge  of 
5.2  percent  on  all  rates  between  U.S.  At¬ 
lantic  ports  and  ports  in  Puerto  Rico, 
such  tariff  matter  to  become  effective  on 
not  less  than  1  day’s  notice  and  to  ex¬ 
pire  on  July  16,  1973,  unless  otherwise 
ordered  by  the  Commission; 

It  is  further  ordered.  ’That  pursuant 
to  section  16  First  of  the  Shipping  Act, 
1916,  a  determination  shall  be  made  as 
to  whether  these  proposed  Increases, 
which  attempt  to  recover  costs  based  par¬ 
tially  upon  a  tonnage  assessment  by  a 
surcharge  upon  a  rate  (or  revenue)  basis, 
result  in  an  undue  or  unreasonable  pref¬ 
erence  or  advantage  to  heavier  and  lower 
rated  cargo,  and/or  subject  lighter  and 
higher  rated  cargo  to  any  undue  or  un¬ 
reasonable  prejudice  or  disadvantage; 

It  is  further  ordered,  ’That  pursuant 
to  section  16  First  of  the  Shipping  Act, 
1916,  a  determination  shall  be  made  as 
to  whether  the  proposed  application  of 
the  surcharge  to  all  ports  in  the  Trade 
gives  undue  or  unreasonable  preference 
or  advantage  to  the  port  of  New  York 


*  Filed  as  part  of  the  original  document. 


or  subjects  the  other  ports  to  any  undue 
or  unreasonable  prejudice  or  disadvan¬ 
tage  when  at  least  a  portion  of  the  cost 
increases  are  applicable  to  only  New 
York; 

It  is  further  ordered.  That  as  part  of 
this  investigation,  a  determination  shall 
be  made  as  to  whether  the  proposed  sur¬ 
charges  listed  in  Appendix  A  are  viola¬ 
tive  of  section  18(a)  of  the  Shipping  Act, 
1916; 

It  is  further  ordered.  That  copies  of 
this  order  shall  be  filed  with  the  appro¬ 
priate  tariff  schedules  in  the  Bureau  of 
X^ompliance  of  the  Federal  Maritime 
Commission; 

It  is  further  ordered.  That  Sea-Land 
Service,  Inc.,  Seatrain  Lines,  Inc.,  and 
Transamerican  Trailer  Transport,  Inc., 
be  named  as  respondents  in  this 
proceeding; 

It  is  further  ordered.  That  the  follow¬ 
ing  named  parties  be  designated  as  peti¬ 
tioners  in  accordance  with  the  Commis¬ 
sion’s  rules  of  practice  and  procedure : 

American  Home  Products  Corp. 

The  National  Small  Shipments  Traffic  Con¬ 
ference,  Inc. 

Drug  and  Toilet  Preparation  Traffic  Con¬ 
ference. 

Armour  and  Co. 

Armour-Dial,  Inc. 

Asociaclon  De  Comerclantes  En  Materiales 
De  Construcclon. 

Bayuk  Cigars,  Inc. 

Beatrice  Foods  Co. 

Chamber  of  Commerce  of  Puerto  Rico. 

Cigar  Manufacturers  Association  of  America, 
Inc. 

The  Commonwealth  of  Puerto  Rico, 
Consolidated  Cigar  (3orp. 

General  Cigar  Co.,  Inc. 

Gerber  International  Corp. 

Glamorgan  Pipe  &  Poundary  Company,  Inc. 
Glen  Alden  Corp. 

International  Playtex  Corp. 

The  B.VJ5.  Corp.,  Inc. 

Schenley  Distillers,  Inc. 

Griffin  Pipe  Products  Co. 

Geo.  A.  Hormel  &  Co. 

Oscar  Mayer  &  Co. 

John  Morrell  &  Co. 

Import  &  Export  Council  of  Puerto  Rico. 
liObo-Kane,  Inc. 

Parodi  Cigar  Corp. 

Puerto  Rico  Manufacturers  Association. 

The  Puritan  Sportswear  Corp.,  Ralston  Pu- 
.  rlna  Co.,  Star  Klst  Carlbe,  Inc. 

It  is  further  ordered,  ’That  this  pro¬ 
ceeding  be  assigned  for  public  hearing 
before  an  administrative  law  judge  of 
this  Commission’s  Office  of  Administra¬ 
tive  Law  Judges  and  that  the  hearing  be 
held  at  a  date  and  place  to  be  determined 
by  the  presiding  administrative  law 
judge; 

It  is  further  ordered.  That,  (I)  a  copy 
of  this  order  be  forthwith  served  upon 
the  respondents  and  petitioners  herein 
and  upon  this  Commission’s  Bureau  of 
Hearing  Counsel,  and  published  in  the 
Federal  Register;  and  (U)  the  respond¬ 
ents,  petitioners  and  Hearing  Counsel 
be  duly  served  with  notice  of  time  and 
place  of  the  hearing. 

All  persons  (including  individuals,  cor¬ 
porations,  associations,  firms,  partner¬ 
ships,  and  public  bodies)  having  an  in¬ 
terest  in  this  proceeding  and  desiring  to 
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intervene  therein,  should  notify  the  Sec¬ 
retary  of  the  Commission  promptly  and 
hie  petitions  for  leave  to  Intervene  in 
accordance  with  Rule  5(1)  of  the  Com¬ 
mission’s  rules  of  practice  and  procedure 
(46  CFR  502.72)  with  a  copy  to  all  parties 
to  this  proceeding. 

By  the  Commission. 

[seal]  Joseph  C.  Polking, 

Assistant  Secretary. 

[FR  Doc.73-5390  Filed  3-20-73;8:46  am] 


FEDERAL  POWER  COMMISSION 

NATIONAL  POWER  SURVEY— TECHNICAL 

ADVISORY  COMMITTEE  ON  RESEARCH 

AND  DEVELOPMENT— TASK  FORCE  ON 

ENERGY  SOURCES  RESEARCH 

Agenda  of  Third  Meeting 

Meeting  to  be  held  at  the  Federal 
Power  Commission  Offices,  1425  K  Street 
NW.,  Washington,  DC  at  9:30  a.m.  on 
March  28, 1973,  Room  785. 

1.  Meeting  called  to  order  by  FPC  Coordi¬ 
nating  Representative. 

2.  Objectives  and  purposes  of  meeting. 

A.  Evaluation  of  the  reports  on  current  re¬ 
search  and  research  not  being  done  and  sug¬ 
gested  funding  with  regard  to: 

1.  Nuclear  fuels. 

2.  Fossil  fuels. 

3.  CJeothermal. 

4.  Solar. 

5.  Liquid  and  solid  waste  as  fuels. 

6.  Renewable  sources. 

B.  Other  business. 

C.  Schedule  of  future  meetings. 

3.  Adjournment. 

This  meeting  is  open  to  the  public.  Any 
Interested  person  may  attend,  appear  be¬ 
fore,  or  file  statements  with  the  commit¬ 
tee — which  statements,  if  in  written 
form,  may  be  filed  before  or  after  the 
meeting,  or,  if  oral,  at  the  time  and  in 
the  manner  permitted  by  the  committee. 

Kenneth  P.  Plumb, 

Secretary. 

|FR  Doc.73-5553  Filed  3-20-73:10:26  am] 

FEDERAL  RESERVE  SYSTEM 

BARNETT  BANKS  OF  FLORIDA,  INC. 

Order  Denying  Acquisition  of  Bank 

Barnett  Banks  of  Florida,  Inc.,  Jack¬ 
sonville,  Fla.,  a  bank  holding  company 
within  the  meaning  of  the  Bank  Holding 
Company  Act,  has  applied  for  the  Board’s 
approval  under  section  3(a)  (3)  of  the 
Act  (12  U.S.C.  1842(a)  (3))  to  acquire  90 
percent  or  more  of  the  voting  shares  of 
Peninsula  State  Bank,  Tampa,  Fla.  (Pe¬ 
ninsula  Bank). 

Notice  of  the  application,  affording  op- 
portimity  for  interested  persons  to  sub¬ 
mit  comments  and  views,  has  been  given 
in  accordance  with  section  3(b)  of  the 
Act.  The  time  for  filing  comments  and 
views  has  expired  and  the  Board  has  con¬ 
sidered  the  application  and  all  comments 
received  in  light  of  the  factors  set  forth 
in  section  3(c)  of  the  Act  (12  U.S.C. 
1842(c)). 

Applicant  controls  37  banks  with  ag¬ 
gregate  deposits  of  $1.1  billion,  represent¬ 
ing  6.6  percent  of  the  deposits  of  com¬ 


mercial  banks  in  Florida  and  is  the  sec¬ 
ond  largest  banking  organization  in  the 
State.  (All  banking  data  are  as  of  June 
30,  1972,  and  reflect  bank  holding  com¬ 
pany  formations  and  acquisitions  ap¬ 
proved  through  January  31,  1973.)  The 
acquisition  of  Peninsula  Bank,  which  has 
total  deposits  of  $38.2  million,  would  in¬ 
crease  Applicant’s  control  of  State  de¬ 
posits  by  0.2  percentage  points,  and  its 
rank  among  State  banking  organizations 
would  not  change. 

Peninsula  Bank  controls  3.4  percent  of 
the  commercial  deposits  in  the  Tampa 
banking  market  as  the  second  largest  of 
the  10  remaining  independent  banks.  The 
acquisition  of  Peninsula  Bank  would  rep¬ 
resent  Applicant’s  third  entry  into  this 
market.  Applicant’s  larger  market  sub¬ 
sidiary,  Barnett  Bank  of  Tampa,  Tampa, 
Fla.  (Tampa  Bank),  located  4  miles 
northeast  of  Peninsula  Bank,  controls  de¬ 
posits  of  $16.6  million,  representing  1.5 
percent  of  total  market  deposits.  Appli¬ 
cant’s  other  market  bank,  Barnett  Bank 
of  Brandon,  N.A.,  opened  in  October  1972 
and  is  located  16  miles  to  the  east  in 
Brandon,  Fla.  Applicant  also  has  two 
subsidiaries  locat^  approximately  20 
miles  from  Tampa  in  Clean^’ater  and  St. 
Petersburg.  The  record  indicates  that 
approximately  75  percent  of  the  deposits 
and  22  percent  of  the  loans  of  Peninsula 
Bank  are  derived  from  the  service  area 
of  Tampa  Bank,  and  that  approximately 
14  percent  of  the  deposits  and  22  percent 
of  the  loans  of  Tampa  Bank  are  derived 
from  Peninsula  Bank’s  service  area.  The 
Board  concludes  that  substantial  exist¬ 
ing  competition  would  be  eliminated  by 
consummation  of  this  proposal. 

The  Tampa  banking  market  encom¬ 
passes  the  city  of  Tampa  and  its  suburbs 
in  Hillsborough  County  where  25  banks 
presently  compete  and  eight  of  the 
State’s  25  multibank  holding  companies 
are  represented.  The  market  is  highly 
concentrated:  the  three  largest  holding 
companies  control  69  percent  of  market 
deposits.  Applicant’s  acquisition  of  sub¬ 
ject  bank  would  remove  one  of  the  re¬ 
maining  independent  banks,  located  close 
to  the  downtown  Tampa  area,  which 
could  serve  as  a  possible  means  of  entry 
by  a  banking  organization  not  presently 
represented  in  the  market.  It  is  the 
Board’s  judgment,  based  on  this  record, 
that  area  competition  would  be  adversely 
affected  by  consummation  of  the  pro¬ 
posed  acquisition.  Not  only  would  sub¬ 
stantial  existing  competition  be  elimi¬ 
nated  and  potential  competition  fore¬ 
closed,  but  a  medium  for  deconcentrat¬ 
ing  the  Tampa  market  would  also  be 
eliminated.  I^rsuant  to  the  Act,  the 
Board  is  required  to  deny  this  application 
based  on  its  adverse  competitive  findings 
unless  there  are  benefits  accruing  to  the 
public  which  would  prevail  over  and  out¬ 
weigh  the  adverse  features  cited  above. 

The  financial  condition  of  Applicant 
and  Its  subsidiary  banks  appears  to  be 
generally  satisfactory,  especially  in  view 
of  Applicant’s  commitment  to  improve 
the  capital  position  of  its  subsidiaries. 
Management  for  Applicant’s  group  is  also 
generally  satisfactory  and  prospects  for 


Applicant  and  its  system  of  banks  appear 
favorable.  The  financial  condition  and 
managerial  resources  of  Peninsula  Bank 
are  considered  to  be  generally  satisfac¬ 
tory  and  its  prospects  also  appear  favor¬ 
able.  Banking  factors  are  consistent  with 
approval  of  the  application. 

The  banking  needs  of  the  Tampa  area 
are  satisfactorily  served  by  existing  fi¬ 
nancial  institutions.  Although  Applicant 
proposes  to  assist  Peninsula  Bank  in  es¬ 
tablishing  trust  services,  in  expanding 
data  processing  services,  and  in  modern¬ 
izing  the  bank’s  premises,  it  appears  that 
none  of  these  additions  or  Improvements 
is  of  such  import  or  benefit  to  the  pub¬ 
lic  that  they  would  override  the  adverse 
effects  this  proposal  would  have  on  com¬ 
petition  in  the  Tampa  area.  It  is  the 
Board’s  judgment  that  consummation  of 
the  proposed  acquisition  would  not  be  in 
the  public  interest  and  the  application 
should  be  denied. 

On  the  basis  of  the  record,  the  applica¬ 
tion  is  denied  for  the  reasons  summarized 
above. 

By  order  of  the  Board  of  Governors,’ 
effective  March  13, 1973. 

rsEALl  Tynan  Smith, 

Secretary  of  the  Board. 

(FR  Doc.73  5368  Filed  3-20-73;8:45  am] 


COUNTY  NATIONAL  BANCORPORATION 

Order  Approving  Acquisition  of  General 
Mortgage  Company  of  St.  Louis 

County  National  Bancor poration,  Clay¬ 
ton,  Mo.  (Applicant),  a  bank  holding 
company  w'ithin  the  meaning  of  the  Bank 
Holding  Company  Act,  has  applied  for 
the  Board’s  approval,  under  section  4 
(c)(8)  of  the  Act  and  5  225.4(b)(2)  of 
the  Board’s  Regulation  Y,  to  acquire  all 
of  the  voting  shares  of  General  Mortgage 
Company  of  St.  Louis  (Company),  St. 
Ann.  Mo.,  a  company  that  engages  in 
the  origination  and  servicing  of  real 
estate  mortgage  loans  for  its  own  ac- 
coimt  and  others  and  acts  as  broker  or 
agent  with  respect  to  credit  life,  credit 
disability,  mortgage  redemption,  and 
homeowner’s  insurance  in  connection 
with  extensions  of  credit.  Such  activities 
have  been  determined  by  the  Board  to 
be  closely  related  to  banking  (12  CFR 
225.(a)  (1),  (3), and  (9)). 

Notice  of  the  application,  affording 
opportunity  for  interested  persons  to 
submit  comments  and  views  on  the  pub¬ 
lic  interest  factors,  has  been  duly  pub¬ 
lished  (37  FR  24852).  Subsequently,  Ap¬ 
plicant  requested  separate  Board  con¬ 
sideration  of  the  mortgage  banking  and 
insurance  agency  activities  of  Company 
and  only  the  mortgage  banking  activities 
of  Company  are  dealt  with  herein.  The 
time  for  filing  comments  and  views  has 
expired  and  none  relating  to  the  mort¬ 
gage  banking  activities  of  Company  has 
been  received. 


‘Voting  for  this  action:  Vice  Chairman 
Robertson,  and  Oovemors  Mitchell,  Brimmer, 
and  Bucher.  Absent  and  not  voting:  Chair¬ 
man  Burns,  and  Oovemors  Daane  and  Shee¬ 
han. 
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Applicant  controls  one  bank  ’  with  de¬ 
posits  of  approximately  $198.2  million, 
representing  4.7  percent  of  the  commer¬ 
cial  bank  deposits  in  the  St.  Louis  mar¬ 
ket.*  Although  Applicant’s  banking  sub¬ 
sidiary  originates  and  services  mortgage 
loans  for  its  own  portfolio,  its  share  of 
total  mortgage  loans  in  that  market  is 
less  than  1  percent. 

Company  operates  from  a  single  office 
in  St.  Ann,  Mo.,  where  it  is  engaged  in 
originating  and  servicing  mortgage  loans 
in  the  St.  Louis  market.  In  1971,  Com¬ 
pany  originated  $10.9  million  in  mort¬ 
gage  loans  for  sale  to  Investors  and  $2.3 
million  in  construction  loans  for  its  own 
accoimt.  The  combined  share  of  total 
mortgage  originations  in  the  St.  Louis 
market  by  Applicant  and  Company  is 
substantially  less  than  2  percent  of  the 
total  mortgage  recordings  in  that  market. 
With  a  mortgage  servicing  volume  of 
$127,5  million.  Company  is  the  fourth 
largest  mortgage  company  headquartered 
In  St.  Louis  and  is  the  10th  largest  of 
the  at  least  25  mortgage  banking 
companies  with  offices  in  the  St. 
Louis  market.  In  view  of  the  relatively 
large  number  of  other  mortgage  lenders 
in  the  market,  elimination  of  this  small 
amount  of  local  competition  would.  In 
the  Board’s  opinion,  have  no  significantly 
adverse  effect  on  mortgage  lending  in  the 
area. 

Approval  of  the  proposed  acquisition 
will  make  available  to  Company  the  fi¬ 
nancial  and  managerial  resources  of  Ap¬ 
plicant  and  permit  Company  to  compete 
more  effectively  with  the  numerous  mort¬ 
gage  departments  of  large  banks  and 
savings  and  loan  associations  in  the  area. 
Applicant  also  proposes  to  furnish  addi¬ 
tional  funds  to  Company  in  order  to  in¬ 
crease  the  quantity  of  loans  that  Com¬ 
pany  can  make  for  its  own  account.  On 
balance,  the  Board  concludes  that  these 
public  benefits  outweigh  any  possible  ad¬ 
verse  effect  on  competition. 

Based  upon  the  foregoing  and  other 
considerations  refiected  in  the  record,  the 
Board  has  determined  that  the  balance 
of  the  public  Interest  factors  the  Board 
Is  required  to  consider  under  section  4(c) 
(8)  is  favorable.  Accordingly,  the  appli¬ 
cation  to  acquire  solely  the  Company’s 
mortgage  banking  business  is  hereby  ap¬ 
proved.  ’This  determination  is  subject  to 
the  conditions  set  forth  in  S  225.4(c)  of 
Regulation  Y  and  to  the  Board’s  author¬ 
ity  to  require  such  modification  or  termi¬ 
nation  of  the  activities  of  a  holding  com¬ 
pany  or  any  of  its  subsidiaries  as  the 
Board  finds  necessary  to  assure  compli¬ 
ance  with  the  provisions  and  purposes  of 


*By  Order  dated  March  9.  1972  (1972  Fed¬ 
eral  Reserve  Bulletin  406),  the  Board  ap¬ 
proved  Applicant’s  application  to  acquire 
shares  of  a  second  bank.  Big  Bend  bank, 
Webster  Groves,  Mo.  (deposits  of  $2.6  mil¬ 
lion).  Approval,  however,  has  been  stayed 
under  section  11(b)  of  the  Act  (12  U.S.C.  1849 
(b) )  as  a  result  of  an  action  by  the  Attorney 
General  brought  under  the  antitrust  laws 
and  arising  out  of  the  proposed  acquisition. 

*A11  banking  data  are  as  of  Dec.  31,  1971. 


the  Act,  and  the  Board’s  regulations  and 
orders  Issued  thereunder,  or  to  prevent 
evasion  thereof. 

By  order  of  the  Board  of  Governors,* 
effective  March  13, 1973. 

[seal]  Tynan  Smith, 

Secretary  of  the  Board, 

IFR  Doc.73-5369  Filed  3-20-73;8:45  am] 


FEDERATED  TEXAS  BANCORPORATION, 
INC. 

Order  Approving  Formation  of  Bank 
Holding  Company 

Federated  Texas  Bancorporation,  Inc., 
San  Antonio,  Tex.,  has  applied  for  the 
Board’s  approval  under  section  3(a)  (1) 
of  the  Bank  Holding  Company  Act  (12 
U.S.C.  1842(a)(1))  to  become  a  bank 
holding  company  through  acquisition  of 
100  percent  of  the  voting  shares  (less  di¬ 
rectors’  qualifying  shares)  of  (1)  State 
National  Bank  of  Corpus  Chrlstl,  Tex., 
successor  by  merger  to  Corpus  CThrlsti 
State  National  Bank,  Corpus  Cfiiristi, 
Tex.  (Corpus  Christ!  Bank),  (2)  The 
American  National  Bank  of  Austin,  Aus¬ 
tin,  Tex.  (Austin  Bank),  and  (3)  ’The 
Alamo  National  Bank  of  San  Antonio, 
San  Antonio,  Tex.  (San  Antonio  Bank) . 
’The  latter  acquisitions  are  to  be  made 
through  the  acquisition  of  all  of  the 
shares  of  American  First  Corp.,  Austin, 
Tex.,  and  Alamo  Bancshares,  Inc.,  San 
Antonio,  Tex.,  both  registered  one-bank 
holding  companies  which  own,  respec¬ 
tively,  all  of  the  voting  shares  of  Austin 
Bank  and  San  Antonio  Bank.  ’The  bank 
into  which  Corpus  Christl  Bank  is  to  be 
merged  has  no  significance  except  as  a 
means  to  facilitate  the  acquisition  of 
the  voting  shares  of  Bank.  Accordingly, 
the  proposed  acquisition  of  shares  of  the 
successor  organization  is  treated  herein 
as  the  proposed  acquisition  of  the  shares 
of  Bank. 

Notice  of  the  application,  affording  op¬ 
portunity  for  interested  persons  to  sub¬ 
mit  comments  and  views,  has  been  given 
in  accordance  with  section  3(b)  of  the 
Act.  The  time  for  filing  comments  and 
views  has  expired,  and  none  have  been 
timely  received.  The  Board  has  consid¬ 
ered  the  application  in  light  of  the  fac¬ 
tors  set  forth  in  section  3(c)  of  the  Act 
(12U.S.C.  1842(c)). 

Applicant  is  a  newly-formed  organiza¬ 
tion  and  has  no  operating  history.  Upon 
formation.  Applicant  would  become  the 
ninth  largest  banking  organization  and 
seventh  largest  bank  holding  company  in 
Texas,  and  would  control  $537  million  in 
deposits,  representing  1.8  percent  of 
Statewide  deposits.* 

Corpus  Christ!  Bank  ($179.2  million  in 


•Voting  for  this  action:  Vice  Chairman 
Robertson  and  Governors  Mitchell,  Brimmer, 
and  Bucher.  Absent  and  not  voting:  Chair¬ 
man  Bums  and  Governors  Daane  and 
Sheehan. 

>  All  banking  data  are  as  of  June  30,  1972, 
and  reflect  bank  holding  company  forma¬ 
tions  and  acqulstlons  approved  by  the  Board 
through  Jan.  31, 1973. 


deposits)  is  the  largest  of  26  banks  lo¬ 
cated  in  the  Corpus  Christ!  SMSA,  the 
relevant  banking  market,  and  controls 
31.8  percent  of  deposits  in  that  market. 
’The  second  largest  bank  holding  com¬ 
pany  in  Texas — First  City  Bancorpora¬ 
tion,  Inc.,  Houston — has  applied  to  ac¬ 
quire  the  second  largest  bank  in  Corpus 
Christl,  with  20  percent  of  market  de¬ 
posits.  ’The  closest  other  proposed  sub¬ 
sidiary  bank  is  San  Antonio  Bank, 
located  145  miles  northwest  of  Corpus 
Christ!.  Austin  Bank  ($177.2  million  In' 
deposits)  is  the  third  largest  of  13  banks 
in  the  Austin  SMSA  banking  market, 
controlling  17.6  percent  of  area  deposits. 
The  two  larger  banks  control  28  and  23.8 
percent  of  market  deposits.  Austin  Bank 
is  80  miles  northeast  of  San  Antonio, 
where  the  closest  proposed  subsidiary 
bank  would  be  located.  San  Antonio  Bank 
($180.6  million  in  deposits),  the  third 
largest  of  35  banking  organizations  in 
the  San  Antonio  banking  market,  defined 
as  the  San  Antonio  SMSA  and  Comal 
County,  controls  9.7  percent  of  area  de¬ 
posits.  ’The  two  larger  banks  in  that 
banking  market  control  24.2  and  14.8 
percent  of  market  deposits. 

It  appears  that  consummation  of  the 
proposal  would  not  have  an  adverse  effect 
on  existing  compietitlon  Inasmuch  as 
each  proposed  banking  subsidiary  is  lo¬ 
cated  in  a  separate  banking  market,  the 
closest  of  which  are  80  miles  apart.  De¬ 
posit  concentration  in  the  markets  would 
not  be  altered,  and  Statewide  concentra¬ 
tion  would  increase  by  only  1.8  percent. 
Approval  of  the  application  would  not 
impede  the  future  entry  of  outside  bank 
holding  companies  nor  Inhibit  the  crea¬ 
tion  of  additional  bank  holding  com¬ 
panies  in  the  markets  Involved.  Approval 
would  create  a  banking  organization  of 
sufficient  size  to  compete  effectively  in 
the  respective  markets  for  the  wholesale 
banking  business  which  has  been  going 
to  the  larger  banking  organizations 
headquartered  outside  the  markets. 
Competitive  considerations  are  consist¬ 
ent  with  approval  of  the  applicaticai. 

Considerations  relating  to  the  financial 
and  managerial  resources  and  prospects 
as  they  relate  to  Applicant  and  the  three 
proposed  subsidiary  banks  are  consistent 
with  approval,  in  view  of  Applicant’s 
commitment  to  inject  additional  capital 
into  Austin  Bank  within  6  months  after 
consummation.  ’The  major  banking  needs 
of  the  respective  markets  appear  to  be 
adequately  served  at  the  present  time. 
However,  the  demand  for  more  sophisti¬ 
cated  banking  services  has  grown  as  the 
southeastern  part  of  Texas,  in  which 
Banks  are  located,  has  developed.  How¬ 
ever,  it  has  been  not  the  local  banking 
organizations  but  rather  the  larger 
banking  institutions  headquartered  in 
Dallas  and  Houston  that  have  been  pro¬ 
viding  such  services.  Approval  w’ould  en¬ 
able  Applicant  to  better  meet  the  need 
for  the  new  and  expanding  services  and 
allow  it  to  better  compete  in  the  com- 
mimities  in  which  it  operates,  and  these 
considerations  lend  weight  toward  ap¬ 
proval.  It  Is  the  Board’s  judgment  that 
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the  proposed  acquisition  would  be  in  the 
public  interest  and  that  the  application 
should  be  approved. 

On  the  basis  of  the  record,  the  appli¬ 
cation  is  approved  for  the  reasons  siun- 
marized  above.  The  transaction  shall  not 
be  consummated  (a)  before  April  12, 
1973,  or  (b)  later  than  June  13,  1973, 
unless  such  period  is  extended  for  good 
cause  by  the  Board  or  by  the  Federal 
Reserve  Bank  of  Dallas  pmsuant  to  dele¬ 
gated  authority. 

By  order  of  the  Board  of  Governors,* 
effective  March  13,  1973. 

[seal]  Tynan  Smith, 

Secretary  of  the  Board. 

[FR  Doc.73-5370  Piled  3-20-73:8:46  am] 

FIRST  BANCORP.,  INC. 

Order  Granting  Approval  of  Acquisition  of 
Bank 

First  Bancorp.,  Inc.,  Corsicana,  Tex.,  a 
bank  holding  company  within  the  mean¬ 
ing  of  the  Bank  Holding  Company  Act, 
has  applied  for  the  Board’s  approval  im- 
der  section  3(a)  (3)  of  the  Act  (12  U.S.C. 
1842(a)  (3) ).  to  acquire  the  successor  by 
merger  to  Citizens  National  Bank  in 
Ennis,  Ennis,  Tex.  (Bank) .  The  successor 
bank  to  Bank  has  no  significance  except 
as  a  means  to  facilitate  the  acquisition  of 
voting  shares  of  Bank.  Accordingly,  the 
proposed  acquisition  is  treated  herein  as 
a  proposed  acquisition  of  the  shares  of 
Bank. 

Notice  of  the  application,  affording  op¬ 
portunity  for  interested  persons  to  sub¬ 
mit  comments  and  views,  has  been  given 
in  accordance  with  section  3(b)  of  the 
Act.  The  time  for  filing  comments  and 
views  has  expired,  and  none  have  been 
timely  received.  The  Board  has  con¬ 
sider^  the  application  in  light  of  the 
factors  set  forth  in  section  3(c)  of  the 
Act  (12  U.S.C.  1842(c)). 

Applicant  owns  24.7  percent  of  Bank 
and,  in  addition,  controls  one  bank.  First 
National  Bank  of  Corsicana,  with  de¬ 
posits  of  $41.7  million,  representing  less 
than  one-half  of  1  percent  of  all  deposits 
of  commercial  banks  in  Texas.*  Acquisi¬ 
tion  of  Bank  (deposits  of  $16.8  million) 
would  not  significantly  increase  the  con¬ 
centration  of  banking  resources  in  Texas. 

There  is  little  substantial  existing 
competition  between  Applicant’s  bank¬ 
ing  subsidiary  and  Bank  since  they  are 
located  in  different  though  adjacent 
banking  markets  and  due  to  the  fact 
of  Applicant’s  substantial  ownership  in¬ 
terest  in  Bank.  This  latter  factor  also 
militates  against  the  probability  of  fu¬ 
ture  substantial  competition  developing 
between  Applicant  and  Bank.  ’The  Board 
concludes  that  competitive  considera¬ 
tions  are  consistent  with  approval  of  the 
application. 

*  Voting  for  this  action:  Vice  Chairman 
Robertson  and  Governors  Mitchell,  Brimmer 
and  Bucher.  Absent  and  not  voting:  Chair¬ 
man  Bums  and  Governors  Daane  and 
Sheehan. 

1  All  banking  data  are  as  of  June  30,  1972. 


The  financial  condition,  managerial 
resources,  and  future  prospects  of  Ap¬ 
plicant,  its  subsidiary  bank,  and  Bank 
appiear  satisfactory,  particularly  in  view 
of  the  fact  that  approval  of  this  applica¬ 
tion  will  result  in  increased  capital  for 
Bank.  These  factors  lend  support  for  ap¬ 
proval  of  the  application.  Considerations 
relating  to  the  convenience  and  needs  of 
the  communities  to  be  served  lend  some 
weight  for  support  of  approval  of  the  ap¬ 
plication,  since  Applicant  plans  to  pro¬ 
vide  greater  management  depUi  and 
certain  specialized  financial  services, 
such  as  factoring  and  personal  property 
leasing,  which  Bank  does  not  presently 
offer.  It  is  the  Board’s  judgment  that 
consummation  of  the  proposed  acquisi¬ 
tion  would  be  in  the  public  interest  and 
that  the  application  should  be  approved. 

On  Uie  basis  of  the  record,  the  applica¬ 
tion  is  approved  for  the  reasons  sum¬ 
marized  above.  The  transaction  shall  not 
be  consummated  (a)  before  April  12, 
1973,  or  (b)  later  than  June  13, 1973,  im- 
less  such  period  is  extended  for  good 
cause  by  the  Board  or  by  the  Federal  Re¬ 
serve  Bank  of  Dallas,  pursuant  to 
delegated  authority. 

By  order  of  the  Board  of  Governors,* 
effective  March  13,  1973. 

[seal]  Tynan  Smith, 

Secretary  of  the  Board. 

[FR  Doc.73-5371  PUed  3-20-73:8:46  am] 


FIRST  INTERNATIONAL  BANCSHARES, 
INC. 

Aquisition  of  Bank 
Correction 

In  FR  Doc.  72-4173  appearing  on  page 
6103  in  the  issue  for  Tuesday,  March  6, 
1973,  the  following  changes  should  be 
made: 

1.  The  first  line,  reading  “J  84-000, 
Folio  6675,  31-10”,  should  be  deleted. 

2.  In  the  last  paragraph  the  date  read¬ 
ing  “January  27,  1973”  should  read 
“February  27,  1973”. 


FIRST  TENNESSEE  NATIONAL  CORP. 

Acquisition  of  Bank 

First  Tennessee  National  Corp.,  Mem¬ 
phis,  Term.,  has  applied  for  the  Board’s 
approval  under  section  3(a)(3)  of  the 
Bank  Holding  Company  Act  (12  U.S.C. 
1842(a)(3))  to  acquire  100  percent  of 
the  voting  shares  of  the  successor  by 
merger  to  the  Fountain  City  Bank,  Knox¬ 
ville,  Tenn.  The  factors  that  are  con¬ 
sidered  in  acting  on  the  application  are 
set  forth  in  section  3(c)  of  the  Act  (12 
use.  1842(c)). 

First  Tennessee  National  Corp’s  sub¬ 
sidiaries  are  also  engaged  in  the  follow¬ 
ing  nonbank  activities:  Acting  as  rein¬ 
surer  for  underwriters  of  credit  life  in- 


*  Voting  for  this  action:  Vice  Chairman 
Robertson  and  Governors  Mitchell,  Brimmer 
and  Bucher.  Absent  and  not  voting:  Chair¬ 
man  Bums  and  Governors  Daane  and 
Sheehan. 


surance;  and  acting  as  a  mortgage  broker 
which  manages  real  estate  for  others 
and  develops  real  estate.  In  addition  to 
the  factors  considered  under  section  3  of 
the  Act  (banking  factors) ,  the  Board  will 
consider  the  prorxisal  in  the  light  of  the 
company’s  nonbanking  activities  and  the 
provisions  and  prohibitions  in  section  4 
of  the  Act  (12  U.S.C.  1843) . 

The  application  may  be  inspected  at 
the  office  of  the  Board  of  Governors  or 
at  the  Federal  Reserve  Bank  of  St.  Louis. 
Any  person  wishing  to  comment  on  the 
application  should  submit  his  views  in 
writing  to  the  Secretary,  Board  of  Gov¬ 
ernors  of  the  Federal  Reserve  System, 
Washington,  D.C.  20551,  to  be  received 
not  later  than  April  10, 1973, 

Board  of  Governors  of  the  Federal  Re¬ 
serve  System,  March  14,  1973. 

[seal]  Michael  A.  Greenspan, 
Assistant  Secretary  of  the  Board. 

[FR  Doc.73-6372  FUed  3-20-73:8:46  ami 


FLORIDA  BANKSHARES,  INC. 
Formation  of  Bank  Holding  Company 
Correction 

In  FR  Doc.  73-4171  appearing  at  page 
6103  in  the  issue  for  Tuesday,  March  6, 
1973,  the  date  in  the  last  paragraph,  now 
reading  “January  27,  1973”,  should  read 
“February  27,  1973”. 


NORTH  MOORE  STREET  BANK 
Order  Approving  Merger  of  Banks 

North  Moore  Street  Bank,  Arlington. 
Va.,  a  nonoperating  proposed  State  mem¬ 
ber  bank  of  the  Federal  Reserve  System, 
has  applied  pursuant  to  the  Bank  Merger 
Act  (12  U.S.C.  1828(c))  for  the  Board’s 
prior  approval  to  merge  with  'The  Bank 
of  Arlington,  Arlington,  Va.  (Bank) , 
under  the  name  of  Bank  and  charter  of 
Applicant,  as  a  means  to  facilitate  the 
acquisition  of  the  voting  shares  of  Bank 
by  Northern  Virginia  Baneshares,  Inc., 
Arlington,  Va.  Bank  had  deposits  of  $5.8 
million  as  of  December  31, 1972. 

As  required  by  the  Act,  notice  of  the 
proposed  merger  and  application  for  ap¬ 
proval  of  the  merger  has  been  published 
and  the  Board  has  requested  reports  on 
competitive  factors  from  the  Attorney 
General,  the  Comptroller  of  the  Cur¬ 
rency,  and  the  Federal  Deposit  Insurance 
Corporation.  The  Board  has  considered 
all  relevant  material  contained  in  the 
record  in  the  light  of  the  factors  set 
forth  in  the  Act. 

On  the  basis  of  the  record,  the  appli¬ 
cation  is  approved  for  the  reasons  sum¬ 
marized  in  the  Board’s  order  of 
October  5,  1971,  approving  the  applica¬ 
tion  of  Northern  Virginia  Baneshares, 
Inc.,  to  acquire  41.96  percent  or  more  of 
the  voting  shares  of  Bank  (57  Federal 
Reserve  Bulletin  859).  The  transaction 
shall  not  be  consummated  (a)  before 
April  12,  1973,  or  (b)  later  than  June  13, 
1973,  unless  such  period  is  extended  for 
good  cause  by  the  Board  or  by  the 
Federal  Reserve  Bank  of  Richmond, 
pursuant  to  delegated  authority. 
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By  order  of  the  Board  of  Governors,’ 
effective  March  13,  1973. 

[SEAL]  Tynan  Smith, 

Secretary  of  the  Board. 

[FR  Doc.73-5373  PUed  3-20-73:8:46  am] 

HISTORIC  PRESERVATION 
ADVISORY  COUNCIL 

INTERNATIONAL  CENTRE  COMMITTEE 
Notice  of  Public  Meeting 

Pursuant  to  Public  Law  92-463,  notice 
is  hereby  given  of  the  regular  meeting  of 
the  International  Centre  Committee  of 
the  Advisory  Coimcil  on  Historic  Pres¬ 
ervation,  on  March  27,  1973,  at  10  a.m., 
in  Room  2010,  New  Executive  Office 
Building,  726  Jackson  Place  NW.,  Wash¬ 
ington,  DC.  This  meeting  is  open  to'  the 
public.  Information  regarding  the  agenda 
of  the  meeting  and  committee  member¬ 
ship  is  available  from  the  Executive  Sec¬ 
retary,  Advisory  Council  on  Historic 
Preservation,  Suite  430,  1522  K  Street 
NW.,  Washington,  DC  20005.  (202— 
254-3974) 

Dated:  March  13, 1973. 

Robert  R.  Garvey,  Jr., 

Executive  Secretary. 

(FR  Doc.73-5367  FUed  3-20-73:8:46  am] 

INTERIM  COMPLIANCE  PANEL 
(COAL  MINE  HEALTH  AND  SAFETY) 

EASTERN  ASSOCIATED  COAL  CORP. 

Applications  for  Renewal  Permits;  Notice  of 
Opportunity  for  Public  Hearing 

Applications  for  Renewal  Permits  for 
Noncompliance  with  the  Interim  Manda¬ 
tory  Dust  Standard  (2.0  mg/m')  have 
been  received  as  follows: 

(1)  ICP  Docket  No.  20536,  Eastern  Associ¬ 

ated  Coal  Corp., 

Harris  No.  1  Mine,  USBM  ID  NO.  46 
01271  0, 

Bald  Knob,  W.  Va., 

Section  ID  No.  014  (1  West  Headings) , 

Section  ID  No.  012  (6  Right  1  West) , 

Section  ID  No.  010  (3  Right  2  West) , 

Section  ID  No.  008  (4  Left  2  West) , 

Section  ID  No.  013  (4  Butt  Left  North 
Mains) . 

(2)  ICP  Docket  No.  20537,  Eastern  Associ¬ 

ated  Coal  Corp., 

Harris  No.  2  Mine,  USBM  ID  NO.  46 
01270  0, 

Bald  Knob,  W.  Va., 

Section  ID  No.  012  (7  Right  North 
Mains), 

Section  ID  No.  013  (8  Right  North 
Mains) . 

Section  ID  No.  Oil  (East  Mains) , 

Section  ID  No.  003  (North  Mains  Head¬ 
ings). 

In  accordance  with  the  provisions  of 
section  202(b)  (4)  (30  U.S.C.  842(b)  (4) ) 
of  the  Federal  Coal  Mine  Health  and 
Safety  Act  of  1969  (  83  Stat.  742  et  seq.. 
Public  Law  91-173),  notice  Ls  hereby 


^Voting  for  thl4  action:  Vice  Chairman 
Robertson  and  OoTemors  Mitchell,  Brimmer 
and  Bucher.  Absent  and  not  voting:  Chair¬ 
man  Bums  and  Oovernors  Daane  and 
Sheehan. 


given  that  requests  for  public  hearing  as 
to  an  application  for  renewal  may  be 
filed  on  or  before  April  5,  1973.  Requests 
for  public  hearing  must  be  filed  in  ac¬ 
cordance  with  30  C7FR  Part  505  (35  FR 
11296,  July  15.  1970),  as  amended,  copies 
of  which  may  be  obtained  from  the  panel 
on  request. 

A  copy  of  the  application  is  available 
for  inspection  and  requests  for  public 
hearing  may  be  filed  in  the  office  of  the 
Correspondence  Control  Officer,  Interim 
Compliance  Panel,  Room  800,  1730  K 
Street  NW.,  Washington,  DC  20006. 

George  A.  Hornbeck, 

Chairman, 

Interim  Compliance  Panel. 

IFR  Doc.73-5331  Filed  3-20-73:8:45  am] 


WEBSTER  COUNTY  COAL  CORP. 

Application  for  Renewal  Permit;  Notice  of 
Opportunity  for  Public  Hearing 

Application  for  Renewal  Permit  for 
Noncompliance  with  the  Interim  Man¬ 
datory  Dust  Standard  (2.0  mg/m  »)  has 
been  received  as  follows: 

ICP  Docket  No.  20111,  Webster  County  Coal 
Corp.,  Dotlkl  Mine,  USBM  ID  No.  15  02132 
0,  cnay,  Ky., 

Section  ID  No.  Oil  (Main  West), 

Section  ID  No.  015  (3rd  North  off  Main 
West), 

Section  ID  No.  016  (Main  East  Parallel), 
Section  ID  No.  017  (4th  North  off  Main 
West) . 

In  accordance  with  the  provisions  of 
section  202(b)(4)  (30  U.S.C.  842(b)(4)) 
of  the  Federal  Coal  Mine  Health  and 
Safety  Act  of  1969  (83  Stat.  742,  et  seq.. 
Public  Law  91-173),  notice  is  hereby 
given  that  requests  for  public  hearing  as 
to  an  application  for  renewal  may  be 
filed  on  or  before  April  5,  1973.  Requests 
for  public  hearing  must  be  filed  in  ac¬ 
cordance  with  30  CFR  Part  505  (35  FR 
11296,  July  15,  1970),  as  amended,  copies 
of  which  may  be  obtained  from  the 
panel  on  request, 

A  copy  of  the  application  is  available 
for  inspection  and  requests  for  public 
hearing  may  be  filed  in  the  office  of  the 
Correspondence  Control  Officer,  Interim 
Compliance  PaneL  Room  800,  1730  K 
Street  NW.,  Washington.  DC  20006. 

George  A.  Hornbeck, 

Chairman, 

Interim  Compliance  Panel. 

March  15,  1973. 

[FR  Doc.73-5332  Filed  3-20-73:8:45  am] 


NATIONAL  COMMISSION  ON 
MATERIALS  POLICY 

PREPARATION  OF  FINAL  REPORT  TO 
CONGRESS  AND  THE  PRESIDENT 

Notice  of  Closed  Meeting 

March  14,  1973. 

Pursuant  to  the  requirements  of  the 
Federal  Advisory  Committee  Act,  notice 
Is  hereby  given  that  there  will  be  a  meet¬ 
ing  of  the  National  Commission  on  Ma¬ 
terials  Policy  on  Monday,  March  26, 


1973,  at  10  a.m.  The  meeting  will  be  held 
in  the  Commission’s  offices.  Room  3002, 
2025  M  St.  NW.,  Washington,  DC.  The 
meeting  will  be  held  for  the  purpose  of 
reviewing  reports  prepared  for  the  Com¬ 
mission  by  staff  members  and  by  various 
persons  and  groups  outside  the  Govern¬ 
ment,  and  for  the  purpose  of  preparing 
the  Commission’s  final  report  to  the 
Congress  and  the  President.  ’The  meeting 
will  not  be  open  to  the  public. 

James  Boyd, 

Executive  Director. 

(FR  Doc.73-5416  FUed  3-20-73:8:45  am] 

OFFICE  OF  EMERGENCY 
PREPAREDNESS 

TEXAS 

Notice  of  Major  Disaster  and  Related 
Determinations 

Pursuant  to  the  authority  vested  in 
me  by  the  President  imder  Executive 
Order  11575  of  December  31,  1970;  and 
by  virtue  of  the  Act  of  December  31, 
1970,  entitled  “Disaster  ReUef  Act  of 
1970”  (84  Stat.  1744),  notice  is  hereby 
given  that  on  March  12,  1973,  the  Presi¬ 
dent  declared  a  major  disaster  as 
follows: 

I  have  determined  that  the  damage  in  cer¬ 
tain  areas  of  the  State  of  Texas  resulting 
from  tornadoes,  high  winds,  and  flooding  be¬ 
ginning  on  or  about  March  10,  1973,  are  of 
sufficient  severity  and  magnitude  to  war¬ 
rant  a  major  disaster  declaration  under  Pub¬ 
lic  Law  91-606.  I  therefore  declare  that  such 
a  major  disaster  exists  in  the  State  of  Texas. 
You  are  to  determine  the  speciflc  areas  within 
the  State  eligible  for  Federal  assistance  un¬ 
der  this  declaration. 

Notice  is  hereby  given  that  pursuant 
to  the  authority  vested  in  me  by  the 
President  under  Executive  Order  11575 
to  administer  the  Disaster  Relief  Act  of 
1970  (Public  Law  91-606),  I  hereby  ap¬ 
point  Mr.  George  E.  Hastings,  Regional 
Director,  OEP  Region  6,  to  act  as  the 
Federal  Coordinating  Officer  to  perform 
the  duties  specified  by  section  201  of  that 
Act  for  this  disaster. 

I  do  hereby  determine  the  following 
areas  in  the  State  of  Texas  to  have  been 
adversely  affected  by  this  declared  ma¬ 
jor  disaster. 

The  counties  of : 

Burnet.  Hill. 

Dated:  March  15, 1973. 

Darrell  M.  Trent, 

Acting  Director,  Office  of 
Emergency  Preparedness. 

[FR  Doc.73-6321  PUed  3-20-73:8:46  am] 

SECURITIES  AND  EXCHANGE 
COMMISSION 

BROKER-DEALER  MODEL  COMPLIANCE 

PROGRAM  ADVISORY  COMMITTEE 

* 

Notice  of  Public  Meetings 

Pursuant  to  section  10(a)(2)  of  the 
Federal  Advisory  Committee  Act,  Public 
Law  92-463,  86  Stat.  770,  the  Securities 
and  Exchange  Commission  announces 
the  following  public  advisory  committee 
meetings. 
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The  Commission’s  Advisory  Commit¬ 
tee  on  a  Model  Compliance  Program  for 
Broker-Dealers,  established  on  October 
25,  1972  (Securities  Exchange  Act  Re¬ 
lease  No.  9835),  will  hold  meetings  on 
March  27-28,  1973,  at  the  offices  of  the 
National  Association  of  Securities  Deal¬ 
ers,  Inc.,  1735  K  Street  NW.,  Washing¬ 
ton,  DC.  Hie  meeting  on  March  27  will 
commence  at  10  ajn.,  e.s.t.,  and  the 
meeting  on  March  28  will  commence  at 
9  a.m.,  e.s.t. 

This  Advisory  Committee  was  formed 
to  assist  the  Commission  in  developing 
a  model  compliance  program  to  serve  as 
an  industry  guide  for  the  broker-dealer 
community.  Assisted  by  this  Committee’s 
work  the  Commission  plans  to  publish  a 
guide  to  broker-dealer  compliance  under 
the  securities  acts  in  order  to  advise 
broker-dealers  of  the  standards  to  which 
they  should  adhere  if  Investor  confidence 
in  the  fairness  of  the  marketplace  is  to 
be  warranted  and  sustained.  The  Com¬ 
mittee’s  recommendations  are  not  in¬ 
tended  to  result  in  the  expansion  of 
Commission  rules  governing  broker- 
dealers,  but  to  inform  broker-dealers  as 
to  the  existing  requirements  and  how 
they  may  comply  with  them. 

The  Committee’s  scheduled  meetings 
a-ill  be  for  the  purpose  of  reviewing 
drafts  and  proposals  concerning  the 
Committee’s  proposed  report  to  the  Com¬ 
mission  on  these  compliance  guidelines 
for  broker-dealers. 

’These  meetings  are  open  to  the  public. 
Any  interested  persMi  may  attend  and 
appear  before  or  file  statements  with  the 
Advisory  Committee — which  statements, 
if  in  written  form,  may  be  filed  before 
or  after  the  meeting  or,  if  oral,  at  the 
time  and  in  the  manner  and  extent  per¬ 
mitted  by  the  Advisory  Committee. 

[seal]  Ronald  P.  Hunt, 

Secretary. 

March  13, 1973. 

(FR  Doc.73-5329  Filed  3-20-73;8:45  am] 

COST  OF  LIVING  COUNCIL 

FOOD  INDUSTRY  WAGE  AND  SALARY 
COMMITTEE 

Certification 

Pursuant  to  the  provisions  of  the  Fed¬ 
eral  Advisory  Committee  Act  (Public 
Law  92-463,  86  Stat.  770) ,  I  certify  that 
the  creation  of  the  Pood  Industry  Wage 
and  Salary  Committee  Is  in  the  public 
interest.  The  Food  Industry  Wage  and 
Salary  Committee  is  established  under 
the  authority  of  section  212(f)  of  the 
Economic  Stabilization  Act,  as  amended, 
section  4(a)  (iv)  of  Executive  Order  No. 
11695,  and  Cost  of  Living  Coimcll  Order 
No.  14.  It  will  be  made  up  of  labor, 
management,  and  public  members  and 
uill  perform  five  basic  functions: 

1.  Review  all  remaining  food  industry 
wage  and  salary  cases  filed  before  Jan¬ 
uary  11,  1973,  and  advise  on  the  disposi¬ 
tion  of  these  cases  under  Phase  n 
regulations. 

2.  Review  all  new  food  industry  wage 
and  salary  cases  filed  since  January  11, 
1973,  and  advise  on  the  disposition  of 
these  cases  under  existing  reg^atlons. 


3.  Advise  the  Cost  of  Living  Council 
and  the  Labor  Management  Advisory 
Committee  relative  to  any  wage  stabili¬ 
zation  policies  which  are  necessary  to 
meet  the  special  probl«ns  of  the  food 
Industry  (and  Its  various  branches) 
within  the  general  framework  of  wage 
stabilization  policies. 

4.  Cooperate  with  labor  and  manage¬ 
ment  organizations  in  the  food  industry 
which  operate  under  collective  bargain¬ 
ing  agreements  and  with  appropriate 
government  agencies  to  facilitate  the 
settlement  of  disputes  in  1973  within 
stabilization  policies  and  to  encourage 
longer  nm  dispute  settlement  machinery 
and  procedures. 

5.  Work  with  labor  and  management 
organizations  in  the  food  Industry  under 
collective  bargaining  agreements  to  im¬ 
prove  the  structure  and  performance  of 
collective  bargaining  in  the  Industry. 

Issued  in  Washington,  D.C.  on  March 
19, 1973. 

James  McLane, 
Deputy  Director. 

Cost  of  Living  Council. 

[FR  Doc.73-5577  FUed  3-20-73:11:29  amj 


ATOMIC  ENERGY  COMMISSION 

ADVISORY  COMMITTEE  ON  REACTOR 

SAFEGUARDS;  REACTOR  FUEL  SUB¬ 
COMMITTEE 

Notice  of  Meeting 

March  16,  1973. 

In  accordance  with  the  purposes  of 
sections  29  and  182b  of  the  Atomic  En¬ 
ergy  Act  (42  U.S.C.  2039,  2232b) ,  the  Ad¬ 
visory  Committee  on  Reactor  Safeguards 
Subcommittee  on  Reactor  Fuel  will  hold 
a  meeting  on  March  29,  1973,  at  the 
Rodeway  Inn,  154  West  Sixth  South 
Street,  Salt  Lake  City,  UT.  The  subject 
scheduled  for  discussion  is  reactor  fuel 
performance. 

This  meeting  will  be  closed  to  the  pub¬ 
lic,  under  the  authority  of  section  10(d) 
of  Public  Law  92-463  (the  Federal  Ad¬ 
visory  Committee  Act) . 

John  V.  Vinciguerra, 
Advisory  Committee 
Management  Officer. 

[FR  Doc.73-5572  FUed  3-20-73:11:29  am] 


ADVISORY  COMMITTEE  ON  REACTOR 
SAFEGUARDS;  PRAIRIE  ISLAND  NU¬ 
CLEAR  GENERATING  PLANT  SUBCOM¬ 
MITTEE 

Notice  of  Meeting 

March  19,  1973. 

In  accordance  with  the  purposes  of 
sections  29  and  182b  of  the  Atomic  En¬ 
ergy  Act  (42  U.S.C.  2039,  2232b) ,  the  Ad¬ 
visory  Committee  on  Reactor  Safeguards’ 
Subcommittee  on  the  Prairie  Island  Nu¬ 
clear  (generating  Plant  Units  1  and  2 
will  hold  a  meeting  on  March  31,  1973, 
at  8:30  a.m..  Room  1046,  1717  H  Street 
NW.,  Washington,  DC.  The  purpose  of 
this  meeting  will  be  to  develop  additional 
Information  for  (xinsideration  by  the 
ACltS  in  its  review  of  the  application  of 
the  Northern  States  Power  Co.  for  op¬ 


erating  licenses  for  this  nuclear  power- 
plant. 

The  following  constitutes  that  portion 
of  the  committee’s  agenda  for  the  above 
meeting  which  wlH  be  open  to  the  public : 

Saturday,  March  31,  9:30  a.m.-3:30  p.m. — 
Review  of  Application  for  Operating  Li¬ 
censes — Prairie  Island  Nuclear  Oenerating 
Plant  Units  1  and  2.  (Presentations  by  the 
Regulatory  Staff  and  Applicant  and  dis¬ 
cussions  with  these  groups.) 

In  addition  to  the  above  agenda  item, 
the  subcommittee  will  hold  executive  ses¬ 
sions  at  the  beginning  and  at  the  end 
of  the  meeting  to  consider  the  above  ap¬ 
plication  which  will  not  be  open  to  the 
public. 

These  executive  sessions  will  involve 
discussion  of  the  individual  opinions  of 
the  subcommittee  members  present  and 
internal  deliberations  and  formulation 
of  recommendations.  I  have  determined, 
imder  the  authority  of  section  10(d)  of 
Public  Law  92-463  (the  Federal  Advisory 
Committee  Act)  that  the  discussion  at 
these  executive  sessions,  if  written, 
would  fall  within  exemption  (5)  of  5 
U.S.C.  552(b) ;  and  that  it  is  essential 
to  close  such  portions  of  the  meeting  to 
protect  the  free  interchange  of  internal 
views  and  to  avoid  undue  interference 
with  agency  or  committee  operation. 

Practical  considerations  may  dictate 
alterations  in  the  above  agenda  or 
schedule. 

The  chairman  of  the  subcommittee  is 
empowered  to  conduct  the  meeting  in  a 
a  manner  that  In  his  Judgment  will 
facilitate  the  orderly  conduct  of  business. 

lAfith  respect  to  public  participation  in 
the  open  portion  of  the  meeting,  the  fol¬ 
lowing  requirements  shall  apply: 

(a)  Persons  wishing  to  submit  written 
statements  regarding  the  agenda  item 
may  do  so  by  mailing  25  copies  thereof, 
postmarited  no  later  than  March  27, 
1973,  to  the  Elxecutive  Secretary,  Ad¬ 
visory  Committee  on  Reactor  Safe¬ 
guards,  U.S.  Atomic  Energy  Commission, 
Washington,  D.C.  20545.  Such  comments 
shall  be  based  on  the  application  for  an 
operating  license  and  related  documents 
on  file  and  available  for  public  inspec¬ 
tion  at  the  Atomic  Elnergy  Commission’s 
Public  Document  Room,  1717  H  Street 
NW.,  Washington,  DC  20545  and  the  En¬ 
vironmental  Library  of  Minnesota,  1222 
Fourth  Street,  SE.,  Minneapolis,  MN 
55414. 

(b)  'Those  persons  submitting  a  writ¬ 
ten  statement  in  accordance  with  para¬ 
graph  (a)  above  may  request  an  oppor¬ 
tunity  to  make  oral  statements  concern¬ 
ing  the  written  statement.  Such  requests 
shall  accompany  the  written  statement 
and  shall  set  forth  reasons  justifying  the 
need  for  such  oral  statements  during  a 
period  of  not  more  than  30  minutes  at 
an  appropriate  time,  chosen  by  the 
chairman  of  the  subcommittee,  between 
the  hours  of  1:30  p.m.  and  3  p.m.  on  the 
day  of  the  meeting. 

(c)  Requests  for  the  opportunity  to 
make  oral  statements  shall  be  ruled  on 
by  the  chairman  of  the  subcommittee, 
who  is  empowered  to  apportion  the  time 
available  among  those  selected  by  him 
to  make  oral  statements. 
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(d)  Information  as  to  whether  the 
meeting  has  been  canceled  or  resched- 
vded  and  the  chairman’s  ruling  on  re¬ 
quests  for  the  opportunity  to  present 
oral  statements,  and  the  time  allotted, 
can  be  obtained  by  a  prepaid  telephone 
call  on  March  29,  1973,  to  the  Office  of 
the  Executive  Secretary  of  the  Commit¬ 
tee  (telephone:  301-973-5651)  between 
8:30  a.m.  and  5:15  p.m.  eastern  time. 

(e)  Questions  may  be  propoimded  only 
by  members  of  the  subcommittee  and  its 
consultants. 

(f)  Seating  for  the  public  will  be  avail¬ 
able  on  a  first-come,  first-served  basis. 

(g)  Copies  of  minutes  of  public  ses¬ 
sions  will  be  made  available  for  inspec¬ 
tion  on  or  after  May  15,  1973,  at  the 
Atomic  Energy  Commission’s  Public 
Document  Room,  1717  H  Street  NW,, 
Washington,  DC.  Copies  may  be  obtained 
upon  payment  of  appropriate  charges. 

John  V.  Vinciguerra, 
Advisory  Committee 
Management  Officer. 

(PR  Doc.73-5673  Piled  3-20-73;  11:29  am] 


ADVISORY  COMMITTEE  ON  REACTOR 

SAFEGUARDS;  COOPER  NUCLEAR  STA¬ 
TION  SUBCOMMITTEE 

Notice  of  Meeting 

March  19, 1973. 

In  accordance  with  the  purposes  of 
sections  29  and  182b.  of  the  Atomic  En¬ 
ergy  Act  (42  U.S.C.  2039,  2232b.),  the 
Advisory  Committee  on  Reactor  Safe¬ 
guards’  Subcommittee  on  the  Cooper 
Nuclear  Station  will  hold  a  meeting  on 
March  29,  1973,  at  1  p.m.  in  the  (Circuit 
Court  Room  of  the  Nemaha  Coimty 
Courthouse,  1400  19th  Street,  Auburn, 
NE.,  and  a  continuation  of  this  meeting 
on  April  4,  1973,  at  Room  1046,  1717  H 
Street  NW.,  Washington,  DC. 

The  purpose  of  this  meeting  will  be 
to  develop  additional  information  for 
consideration  by  the  ACRS  in  its  review 
of  the  application  of  the  Nebraska  Public 
Power  District  for  an  operating  license 
for  this  nuclear  powerplant. 

The  following  constitutes  that  portion 
of  the  committee’s  agenda  for  the  above 
meeting  which  will  be  open  to  the  public : 

Thursday,  March  29,  1  p.m.-4  p.m. — Re¬ 
view  of  application  for  operating  license — 
Cooper  Nuclear  Station.  (Presentations  by 
the  Regulatory  Staff  and  Applicant  and  dis¬ 
cussions  with  these  groups.) 

Wednesday,  AprU  4 — Continuation  of  re¬ 
view  of  application  for  operating  license — 
Cooper  Nuclear  Station.  This  may  be  re¬ 
quired  if  the  subcommittee  Is  unable  to  com¬ 
plete  Its  review  at  the  March  29  meeting. 
Information  concerning  the  time  of  the 
meeting  or  its  cancellation  may  be  obtained 
by  a  prepaid  telephone  call  on  or  after  AprU  2, 
1973,  to  the  Office  of  the  Executive  Secretary 
of  the  committee  at  the  telephone  number 
listed  In  paragraph  (d)  below. 

In  addition  to  the  above  agenda  items, 
the  subcommittee  will  hold  an  executive 
session  at  the  end  of  each  of  the  meeting 
days  to  consider  the  above  application, 
which  will  involve  a  discussion  of  the 


preliminary  views  regarding  various  as¬ 
pects  of  the  plant  design  for  Coopier  Nu¬ 
clear  Station  consisting  of  an  exchange 
of  opinions  of  the  subcommittee  members 
present  and  internal  deliberations  and 
formulation  of  recommendations. 

I  have  determined,  in  accordance  with 
subsection  10(d)  of  Public  Law  92-463, 
that  the  executive  sessions  to  be  held  at 
the  end  of  each  day  consist  of  an  ex¬ 
change  of  opinions,  the  discussion  of 
which  if  written  would  fall  within  exemp¬ 
tion  (5)  of  5  U.S.C.  552(b) .  It  is  essential 
to  close  such  portion  of  the  meeting  to 
protect  the  free  interchange  of  Internal 
views  and  to  avoid  undue  interference 
with  agency  or  committee  operation. 

Practical  considerations  may  dictate 
alterations  in  the  above  agenda  or 
schedule. 

’The  chairman  of  the  subcommittee  is 
empowered  to  conduct  the  meeting  in 
a  manner  in  his  judgment  will  facilitate 
the  orderly  conduct  of  business. 

With  respect  to  public  participation  in 
the  open  portion  of  the  meeting,  the 
following  requirements  shall  apply: 

(a)  Persons  wishing  to  submit  written 
statements  regarding  the  agenda  items 
may  do  so  by  mailing  25  copies  thereof, 
postmarked  no  later  than  March  26, 1973, 
to  the  Executive  Secretary,  Advisory 
Committee  on -Reactor  Safeguards,  U.S. 
Atomic  Energy  Commission,  Washing¬ 
ton,  D.C.  20545.  Such  comments  shall  be 
based  upon  the  application  for  an  ocierat- 
ing  license  and  related  documents  on 
file  and  available  for  public  Inspection 
at  the  Atomic  Energy  Commission’s  Pub¬ 
lic  Document  Room.  1717  H  Street  NW., 
Washington,  DC  20545,  and  the  Auburn 
Public  Library,  1118  15th  Street,  Auburn, 
NE  68305. 

(b)  ’Those  persons  submitting  a  writ¬ 
ten  statement  in  accordance  with  para¬ 
graph  (a)  above  may  request  an  oppor¬ 
tunity  to  make  oral  statements 
concerning  the  written  statement.  Such 
requests  shall  accompany  the  written 
statement  and  shall  set  forth  reasons 
justifying  the  need  for  such  oral  state¬ 
ment  and  its  usefulness  to  the  subcom¬ 
mittee.  To  the  extent  that  the  time 
available  for  the  meeting  permits,  the 
subcommittee  will  receive  oral  state¬ 
ments  during  a  period  of  not  more  than 
30  minutes  at  an  appropriate  time, 
chosen  by  the  chairman  of  the  subcom¬ 
mittee,  between  the  hours  of  2  p.m.  and 
3:30  p.m. 

(c)  Requests  for  the  opportunity  to 
make  oral  statements  shall  be  ruled  on 
by  the  chairman  of  the  subcommittee, 
who  is  empowered  to  apportion  the  time 
available  among  those  selected  by  him 
to  make  oral  statements. 

(d)  Information  as  to  the  chairman’s 
ruling  on  requests  for  the  opportunity 
to  present  oral  statements,  and  the  time 
allotted,  can  be  obtained  by  a  prepaid 
telephone  call  on  March  27,  1973,  to  the 
Office  of  the  Executive  Secretary  of  the 
Committee  (telephone:  301-973-5651), 
between  8:30  a.m.  and  5:15  p.m.  e.s.t. 


(e)  Questions  may  only  be  pro¬ 
pounded  by  members  of  the  subcommit¬ 
tee  and  its  consultants. 

(f)  Seating  for  the  public  will  be 
available  on  a  first-come,  first-served 
basis. 

(g)  Copies  of  minutes  of  public  ses¬ 
sions  will  be  made  available  for  inspec¬ 
tion  on  or  after  May  15,  1973,  at  the 
Atomic  Energy  Commission’s  Public 
Document  Room,  1717  H  Street  NW., 
Washington,  DC.  Copies  may  be  obtained 
upon  payment  of  appropriate  charges. 

John  V.  Vinciguerra, 
Advisory  Committee 
Management  Officer. 

[FR  Doc.73-5574  Plied  3-20-73:11:29  am] 


INTERSTATE  COMMERCE 
COMMISSION 

[Notice  202] 

ASSIGNMENT  OF  HEARINGS 

March  16,  1973. 

Cases  assigned  for  hearing,  postpone¬ 
ment,  cancellation  or  oral  argument  ap¬ 
pear  below  and  will  be  published  only 
once.  This  list  contains  prospective  as¬ 
signments  only  and  does  not  include 
cases  previously  assigned  hearing  dates. 
The  hearings  will  be  on  the  issues  as 
presently  reflected  in  the  Official  Docket 
of  the  Commission.  An  attempt  will  be 
made  to  publish  notices  of  cancellation 
of  hearings  as  promptly  as  possible,  but 
Interested  parties  should  take  appropri¬ 
ate  steps  to  insure  that  they  are  notified 
of  cancellation  or  postponements  of 
hearings  in  which  they  are  interested. 
No  amendments  will  be  entertained  after 
the  date  of  this  publication. 

MC  98701  Sub  3,  Cleveland  Express,  Inc.,  now 
assigned  April  2,  1973,  at  Knoxville,  Tenn., 
Is  postponed  Indefinitely. 

MC  71459  Sub  33,  O.N.C.  Freight  Systems, 
now  being  assigned  hearing  May  14,  1973 
(2  weeks),  at  Denver,  Colo.,  In  a  hearing 
room  to  be  later  designated. 

MC  113678  Subs  469,  470,  and  471,  Curtis, 
Inc.,  now  being  assigned  hearing  May  9, 
1973  (3  days),  at  Denver,  Colo.,  In  a  hear¬ 
ing  room  to  be  later  designated. 

MC  136069  Sub  1,  Coin  Devices  Corp.,  Con¬ 
tract  Carrier  Application,  now  assigned 
April  23,  1973,  MC-C-7284,  B  &  H  Trans¬ 
fer,  Inc.,  revocation  of  certificate,  now 
assigned  April  26,  1973,  and  MC  130184, 
Splendid  Tours  Corp.,  now  assigned 
AprU  26,  1973,  at  New  York.  N.Y.,  will  be 
held  In  Courtroom  238,  Court  of  Claims, 
26  Federal  Plaza. 

MC  83539  Sub  346,  C  &  H  Transportation  Co., 
Inc.,  now  being  assigned  May  29,  1973 
(1  day),  at  Dallas,  Tex.,  in  a  hearing  room 
to  be  later  designated. 

MC  108207  Sub  340,  Frozen  Food  Express, 
Inc.,  now  being  assigned  May  30,  1973 
(3  days) ,  at  Dallas,  Tex.,  in  a  hearing  room 
to  be  later  designated. 

MC  115841  Sub  434,  Colonial  Refrigerated 
Transportation,  Inc.,  now  being  assigned 
June  4,  1973  (2  days),  at  Dallas,  Tex.,  in 
a  hearing  room  to  be  later  designated. 

MC  110098  Sub  124,  Zero  Refrigerated  Lines, 
now  being  assigned  June  6,  1973  (3  days), 
at  Dallas,  Tex.,  in  a  hearing  room  to  be 
later  designated. 
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MC-C-7759,  Central  Motor  Express,  Znc. 
et  al.  ▼.  Renner's  Express,  Inc„  now  as¬ 
signed  AprU  23,  1973.  MC-C-7788.  Eck 
Miller  Transportation  Corp. — Investigation 
and  revocation  of  certificates,  now  assigned 
AprU  20,  1973,  MC  105046  Sub  34,  R.  li.  Jef¬ 
fries  Trucking  Co..  Inc.,  now  assigned 
AprU  24,  1973,  MC  113267  Sub  289,  Central 
&  Southern  Truck  T-inea,  Inc.,  now  assigned 
i^rU  25,  1973,  MC  115654  Sub  19,  Ten¬ 
nessee  Cartage  Co.,  Inc.,  now  assigned 
AprU  30,  1973,  at  Louisville,  Ky..  wUl  be 
held  in  Room  829,  Federal  BuUdlng,  600 
Federal  Place. 

MC-F-11664,  John  L.  Kerr  and  Q.  O.  Kerr, 
Jr.,  doing  business  as  Shippers  Express, 
John  L.  Kerr  and  Q.  O.  Kerr,  Jr. — Investi¬ 
gation  of  Control — ^Mississippi  Freight 
Lines,  Inc.,  MC-F-11703,  John  L.  Kerr  and 
O.  O.  Kerr,  Jr.,  doing  business  as  Shipper 
Express,  John  L.  Kerr  and  O.  O.  Kerr,  Jr. — 
Investigation  of  Control — ^Reese  Truck 
Lines,  Inc.,  MC-F-11760,  Mississippi 
Freight  Lines,  Inc,  a  Tennessee  corpora¬ 
tion — Purchase — Mississippi  Freight  Lines, 
Inc.,  a  Mississippi  corporation,  MC  138146, 
Mississippi  Freight  Lines,  Inc.,  MC-F- 
11774,  Merchants  Truck  Lines,  Inc. — Con¬ 
trol — Mississippi  Freight  Lines,  Inc.,  MC 
121427  Sub  8,  Mississippi  Freight  Lines, 
Inc,  now  assigned  AprU  23,  1973,  at  Jack- 
son,  Miss.,  wUl  be  held  In  Room  409,  IJ.S. 
Courthouse  and  Post  Office,  Capital  and 
West  Streets. 

MC-PC-73661,  Blanchl  Transportation  Co., 
Inc,  Old  Bridge,  N.J,  Transferee  and 
Blanchl  Truck  Line.  Inc,  Klemmer  Kaltels- 
sen,  trustee.  Old  Bridge,  N.J,  Transferor, 
and  MC  114132,  Blanch!  Truck  Line,  Inc, 
now  assigned  AprU  30,  1973,  MC-C-7865, 
Mayfiower  Coach  Corp.  v.  Bronx  Bus  Corp, 
now  assigned  May  1,  1973,  MC  135955, 
Bakker  Service  Station,  Inc,  now  assigned 
May  2,  1973,  at  New  York,  N.T,  will  be 
held  in  Room  F-2220,  26  Federal  Plaza. 

MC-F-11501,  Aubrey  Freight  Lines,  Inc.— 
Purchase — ^Whitehall  Transport.  Inc.,  MC 
135732  Sub  1,  Aubrey  Freight  Lines,  Inc., 
now  assigned  AprU  2,  1973,  at  New  York, 
N.Y,  in  Courtroom  4,  Customs  Court,  1 
Federal  Plaza. 

MC-F-10339.  Hennls  Freight  Lines,  Inc. — 
Control — Red  Ball  Express  Co.,  now  being 
assigned  AprU  23,  1973  (2  weeks) ,  at  Kan¬ 
sas  City,  Mo,  in  Room  666,  New  Federal 
Building,  601  East  12th  Street. 

MC  136702  Sub  2,  All  Area  Delivery  and  Mes¬ 
senger  Service,  Inc.,  now  assigned  AprU  23. 
1973,  MC  136839,  Josephine  Koffman  and 
Nancy  J.  Nlmmo,  doing  business  as  Berger 
Limousine  Rental  Service,  now  assigned 
AprU  25,  1973,  at  New  York,  N.Y.,  wUl  be 
held  in  Room  F-2220,  26  Federal  Plaza. 

AB-5  Sub  75,  George  P.  Baker,  Richard  C. 
Bond.  Jervis  Langdon,  Jr,  and  Willard 
Wirtz,  Trustees  of  the  Property  of  Penn 
Central  Transportation  Co.,  debtor,  aban¬ 
donment  between  WUliamson  and  Union 
HUl,  Wayne  County,  N.Y,  now  assigned 
AprU  30,  1973,  at  Rochester,  N.Y,  wUl  be 
held  at  the  UB.  Courthouse  and  Federal 
BuUdlng,  100  State  Street. 

MC  133937  Sub  7,  Carolina  Cartage  Co.,  Inc, 
Extensicm-Alrports,  now  assigned  March 
26,  1973,  at  Columbia,  S.C..  is  canceled  and 
the  application  dismissed. 

MC  133276  Sub  7.  Berry  Transport,  Inc.,  now 
assigned  March  26, 1973,  at  Olympia,  Wash., 
is  postponed  Indefinitely. 

MC-C-7906,  Cltrusales,  Inc.,  and  Southern 
Gold  Citrus  Products,  Inc,  investigation  of 
operatlcms,  now  assigned  AprU  17.  1973,  at 
JackaonvlUe,  Fla.,  is  postponed  indefinitely. 

[seal]  Robert  L.  Oswald, 

Secretary. 

[PR  Doc.73-5383  FUed  3-20-73;8:45  am] 


[8.0.  1124] 

DEMURRAGE  AND  FREE  TIME  ON 
FREIGHT  CARS 

Order.  At  a  sessiiEi  of  the  Interstate 
Commerce  Commisskm,  Division  3.  act¬ 
ing  as  an  appellate  division,  held  at  its 
(^ce  in  Washington,  D.C.,  on  the  14th 
day  of  March  1973. 

Upon  consideration  of  the  petition  filed 
by  the  Allied  Chmnical  Corp.,  filed  March 
13,  1973,  requesting  postponement  of 
Service  Order  No.  1124. 

It  appearing,  that  Service  Order  No. 
1124  was  issued  by  Division  3  in  accord¬ 
ance  with  applicable  law  and  upon  its 
determination  that  an  emergency  exists 
because  of  an  acute  shortage  of  freight 
cars  m  all  sectlcms  of  the  coimtry;  that 
the  i>etitioner  has  had  ample  opportunity 
to  review  its  operations  to  avoid  the  ex¬ 
cessive  detention  of  freight  cars;  that 
numerous  cars  are  held  idle  for  excessive 
periods  awaiting  loading  or  imloading; 
and  that  the  petition  states  no  errors  of 
fact  or  law  warranting  the  relief  sought, 
and  for  good  cause  appearing; 

It  is  ordered.  That  the  petition  be,  and 
it  is  hereby,  denied. 

By  the  Commission,  Division  3,  acting 
as  an  appellate  division. 

[seal]  Robert  L.  Oswald, 

Secretary. 

[FR  Doc.73-5382  FUed  3-20-73:8:45  am] 


[Notice  6] 

MOTOR  CARRIER  ALTERNATE  ROUTE 
DEVIATION  NOTICES 

March  16, 1973. 

The  following  letter-notices  of  pro¬ 
posals  (except  as  otherwise  specifically 
noted,  each  applicant  states  that  there 
will  be  no  significant  effect  on  the  qual¬ 
ity  of  the  human  environment  resulting 
from  approval  of  its  application),  to 
operate  over  deviation  routes  for  oper¬ 
ating  convenience  only  have  been  filed 
with  the  Interstate  Commerce  Commis- 
si<m  imder  the  Commission’s  Revised 
Deviation  Rules-Motor  Carriers  of  Pas¬ 
sengers,  1969  (49  CFR  1042.2(c)  (9) )  and 
notice  thereof  to  all  interested  persons 
is  hereby  given  as  provided  in  such  rules 
(49  CFR  1042.2(c)(9)). 

Protests  against  the  use  of  any  pro¬ 
posed  deviation  route  herein  described 
may  be  filed  with  the  Interstate  Com¬ 
merce  Commission  in  the  manner  and 
form  provided  in  such  rules  (49  CTR 
1042.2(c)(9))  at  any  time,  but  will  not 
operate  to  stay  commencement  of  the 
proposed  operations  xmless  filed  within 
30  days  from  the  date  of  publication. 

Successively  filed  letter-notices  of  the 
same  carrier  under  the  Commission’s  Re¬ 
vised  Deviation  Rules-Motor  Carriers  of 
Property,  1969,  will  be  numbered  consec¬ 
utively  for  convenience  in  identification 
and  protests,  if  any.  should  refer  to  such 
letter-notices  by  number. 

Motor  Carriers  or  Passengers 

No.  MC-1515  (Deviation  No.  640), 
GREYHOUND  LINES,  INC.  (Western 
Division),  371  Market  Street,  San  Fran¬ 


cisco,  CA  94106,  filed  February  28,  1973. 
Carrier’s  representative:  S.  B.  Ringwood, 
same  address  as  applicant.  Carrier  pro¬ 
poses  to  operate  as  a  common  carrier,  by 
motor  vehicle,  of  passengers  and  their 
baggage,  and,  express  and  newspapers  in 
the  same  vehicle  with  passengers,  over  a 
deviatlcm  route  as  follows:  From  East 
Los  Angeles,  Calif.,  over  Atlantic 
Boulevard  to  Jimctlon  Interstate  High¬ 
way  10  (South  Alhambra  Junction, 
Calif.),  and  return  over  the  same  route, 
for  operating  convenience  only.  The  no¬ 
tice  indicates  that  the  carrier  is  pres¬ 
ently  authorized  to  transport  passengers 
and  the  same  property,  over  pertinent 
service  routes  as  follows:  (1)  frcun  Los 
Angeles,  (Tallf.,  over  California  Highway 
72  to  jimction  Interstate  Highway  5 
(Mirafiores),  thence  over  Interstate 
Highway  5  to  Jimction  unnumbered  high¬ 
way  (South  Carlsbad  Junction),  thence 
over  unnumbered  highway  to  San  Diego, 
Calif.,  (2)  From  Anaheim,  Calif.,  over 
iuinumbered  highway  to  junction  Cali¬ 
fornia  Highway  55  (Olive  Junction), 
thence  over  California  Highway  55  to 
junction  California  Highway  91  (Peralta 
Hills  Junction),  thence  over  California 
Highway  91  to  Riverside,  Calif.,  and  (3) 
from  Los  Angeles,  Calif.,  over  Interstate 
Highway  10  to  West  Pomona,  thence  over 
UB.  Highway  60  to  junctlcm  Interstate 
Highway  10  (West  Beaumont  Jimction) , 
thence  over  Interstate  Highway  10  to 
Banning,  thence  over  UB.  Highway  60 
to  junction  unnumbered  highway  (West 
Cabazon  Interchange),  thence  over  un¬ 
numbered  highway  to  junction  U.S. 
Highway  60  (Elast  Cabazon  Junction), 
thence  over  U.S.  Highway  60  to  the  pioint 
it  intersects  the  Califomla- Arizona  State 
line.  (Connects  with  Arizona  Route  2.) 

No.MC  1515  (DeviaUonNo.  641)  (Can¬ 
cels  Deviation  No.  453),  GREYHOUND 
LINES,  INC.  (Eastern  Divisiwi),  1400 
West  Third  Street.  Cleveland,  OH  44113, 
filed  March  8,  1973.  Carrier  proposes  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  of  passengers  and  their  baggage, 
and  express  and  newspapers  in  the  same 
vehicle  with  passengers,  over  a  devia¬ 
tion  route  as  follows:  From  New  Orleans, 
La.,  over  Interstate  Highway  10  to  junc¬ 
tion  Interstate  Highway  59  near  Slidell, 
La.,  thence  over  Interstate  Highway  59 
to  junction  Alabsuna  Highway  28,  thence 
over  Alabama  Highway  28  to  junction 
UB.  Highway  11  approximately  one  mile 
north  of  Livingston,  Ala.,  with  the  fol¬ 
lowing  access  roads:  (1)  Frmn  Enter¬ 
prise,  Miss.,  ov^  Mississippi  Highway 
513  to  junction  Interstate  Highway  59, 
(2)  from  Heidelberg,  Miss.,  over  Missis¬ 
sippi  Highway  528  to  jimction  Interstate 
Highway  59,  (3)  from  Hattiesburg.  Miss., 
over  U.S.  Highway  49  to  junction  Inter¬ 
state  Highway  59.  (4)  fitxn  Hattiesburg, 
Miss,  over  U.S.  Highway  98  to  junction 
Interstate  Highway  59.  (5)  frwn  Purvis, 
Miss.,  over  unnumbered  highway  to  junc¬ 
tion  Interstate  Highway  59,  (6)  from 
Lumberton,  Miss.,  over  Mississippi  High¬ 
way  13  to  junction  Interstate  ffighway 
59,  (7)  from  Poplarville,  Miss.,  over  Mis¬ 
sissippi  Highway  26  to  junction  Inter¬ 
state  Highway  59,  (8)  from  Poplarville, 
Miss.,  over  Mississippi  Highway  53  to 
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Junction  Interstate  Highway  59,  (9) 
from  Picayune,  Miss.,  over  Mississippi 
Highway  43  to  Junction  Interstate  High¬ 
way  59,  (10)  from  Slidell,  La.,  over  U.S. 
Highway  190  to  JunctiMi  Interstate  High¬ 
way  10,  and  (11)  from  Slidell,  La.,  over 
Louisiana  Highway  433  to  Jimctlon  In¬ 
terstate  Highway  10,  and  return  over 
the  same  routes,  for  operating  conven¬ 
ience  only.  The  notice  indicates  that  the 
carrier  is  presently  authorized  to  trans- 
Ijort  passengers  and  the  same  property, 
over  a  pertinent  service  route  as  follows: 
From  New  Orleans,  La.,  over  U.S.  High¬ 
way  11  via  Hattiesburg  and  Meridian, 
Miss.,  to  Jimction  Alabama  Highway  28, 
approximately  1  mile  north  of  Living¬ 
ston,  Ala.,  and  retium  over  the  same 
route. 

By  the  Commission. 

[seal]  Robert  L.  Oswald, 

Secretary. 

[PB  Doc.73-5385  Plied  3-20-73:8:45  am] 


(Notice  10] 

MOTOR  CARRIER  ALTERNATE  ROUTE 
DEVIATION  NOTICES 

March  16,  1973. 

The  following  letter-notices  of  pro¬ 
posals  (except  as  otherwise  specifically 
noted,  each  applicant  states  that  there 
will  be  no  signihcant  effect  on  the  qual¬ 
ity  of  the  human  environment  resulting 
from  approval  of  its  application) ,  to  op¬ 
erate  over  deviation  routes  for  operating 
convenience  only  have  been  filed  with 
the  Interstate  Commerce  Commission 
under  the  Commission’s  Revised  Devia¬ 
tion  Rules-Motor  Carriers  of  Property, 
1969  (49  CFR  1042.4(c)  (11) )  and  notice 
thereof  to  all  interested  persons  Is  hereby 
given  as  provided  in  such  rules  (49  CFR 
1042.4(c)  (ID). 

Protests  against  the  use  of  any  pro¬ 
posed  deviation  route  herein  described 
may  be  filed  with  the  Interstate  Com¬ 
merce  Commission  in  the  manner  and 
form  provided  in  such  rules  (49  CFR 
1042.4(c)  (12) )  at  any  time,  but  will  not 
operate  to  stay  commencement  of  the 
proposed  oF>erations  unless  filed  on  or 
before  April  20,  1973. 

Successively  filed  letter-notices  of  the 
same  carrier  imder  the  Commission’s  Re¬ 
vised  Deviation  Rules-Motor  Carriers  of 
Property,  1969,  will  be  numbered  con¬ 
secutively  for  convenience  tn  Identifica¬ 
tion  and  protests.  If  any,  should  refer  to 
such  letter-notices  by  number. 

Motor  Carriers  of  Property 

No.  MC-200  (Deviation  No.  27),  RISS 
INTERNATIONAL  CORPORATION, 
Post  Office  Box  2809,  Kansas  City,  MO 
64142,  filed  March  5,  1973.  Carrier  pro¬ 
poses  to  operate  as  a  common  carrier, 
by  motor  vehicle,  of  general  commodi¬ 
ties,  with  certain  exceptions,  over  a  de¬ 
viation  route  as  follows:  From  St.  Louis, 
Mo.,  over  Interstate  Highway  70  to  Ef¬ 
fingham,  m.,  thence  over  Interstate 
Highway  57  to  Chicago,  HI.,  and  return 
over  the  same  route,  for  operating  con¬ 
venience  only.  The  notice  indicates  that 
the  carrier  Is  presently  authorized  to 


transport  the  same  commodities,  over  a 
pertinent  service  route  as  follows:  be¬ 
tween  St.  Louis,  Mo.,  and  Chicago,  Ill., 
over  U.S.  Highway  66. 

No.  MC-95540  (Deviation  No.  1), 
WATKINS  MOTOR  LINES,  INC.,  1120 
West  Griffin  Road,  Lakeland,  Fla.  33801, 
filed  March  1, 1973.  Carrier’s  representa¬ 
tive:  Bruce  E.  Mitchell,  Suite  1600,  First 
Federal  Building,  Atlanta,  Ga.  30303. 
Carrier  proposes  to  operate  as  a  common 
carrier,  by  motor  vehicle,  of  general  com¬ 
modities,  with  certain  exceptions,  over 
deviation  routes  as  follows:  (1)  from  Co¬ 
lumbus,  Ga.,  over  U.S.  Highway  80  (In¬ 
terstate  Highway  20)  to  Junction  Inter¬ 
state  Highway  10  at  or  near  Van  Horn, 
Tex.,  thence  over  Interstate  Highway  10 
to  Phoenix,  Ariz.,  thence  over  U.S.  High¬ 
way  60  (Interstate  Highway  10)  to  Los 
Angeles,  Calif.,  (2)  from  Columbus,  Ga., 
over  U.S.  Highway  80  (Interstate  High¬ 
way  20)  to  Junction  Interstate  Highway 
10  at  or  near  Van  Horn,  Tex.,  thence 
over  Interstate  Highway  10  to  jimctlon 
Arizona  Highway  84  at  or  near  Casa 
Grande,  Ariz.,  thence  over  Arizona  High¬ 
way  84  (Interstate  Highway  8)  to  Gila 
Bend,  Ariz.,  thence  over  Interstate  High¬ 
way  8  (U.S.  Highway  80)  to  Winterhaven, 
Calif.,  (3)  from  Tallahassee,  Fla.,  over 
Interstate  Highway  10  (U.S.  Highway  90) 
to  Cottondale,  Fla.,  thence  over  U.S. 
Highway  231  to  Jimction  U.S.  Highway  80 
at  or  near  Montgomery,  Ala.,  thence  over 
U.S.  Highway  80  (Interstate  Highway  20) 
to  Junction  Interstate  Highway  10,  at  or 
near  Van  Horn,  Tex.,  thence  over  Inter¬ 
state  Highway  10  to  Junction  Arizona 
Highway  84  at  or  near  Casa  Grande, 
Ariz.,  thence  over  Arizona  Highway  84 
(Interstate  Highway  8)  to  Gila  Bend, 
Ariz.,  thence  over  Interstate  Highway  8 
(U.S.  Highway  80)  to  San  Diego,  Calif., 
thence  over  Interstate  Highway  15  to 
junction  Interstate  Highway  5,  thence 
over  Interstate  Highway  5  to  Los  Angeles, 
Calif. 

(4)  From  Tallahassee,  Fla.,  over  U.S. 
Highway  90  (Interstate  Highway  10)  to 
Cottondale,  Fla.,  thence  over  U.S.  High¬ 
way  231  to  Junction  U.S.  Highway  80  at 
or  near  Montgomery,  Ala.,  thence  over 
U.S.  Highway  80  (Interstate  Highway 
20)  to  Junction  Interstate  Highway  10 
at  or  near  Van  Horn,  Tex.,  thence  over 
Interstate  Highway  10  to  Phoenix,  Ariz., 
thence  over  U.S.  Highway  60  (Interstate 
Highway  10)  to  Blythe,  Calif,,  (5)  from 
Tallahassee,  Fla.,  over  U.S.  Highway  90 
(Interstate  Highway  10)  to  Junction  U.S. 
Highway  190  (Interstate  Highway  12)  at 
or  near  Slidell,  La.,  thence  over  U.S. 
Highway  190  (Interstate  Highway  12)  to 
Junction  Interstate  Highway  10  at  or 
near  Baton  Rouge,  La.,  thence  over  In¬ 
terstate  Highway  10  to  Phoenix,  Ariz., 
thence  over  U.S.  Highway  60  (Interstate 
Highway  10)  to  Blythe,  Calif.,  and  (6) 
from  Tallahassee,  Fla.,  over  U.S.  High¬ 
way  90  (Interstate  Highway  10)  to  Junc¬ 
tion  U.S.  Highway  190  (Interstate  High¬ 
way  12)  at  or  near  Slidell,  La.,  thence 
over  U.S.  Highway  190  (Interstate 
Highway  12)  to  Junction  Interstate 
Highway  10  at  or  near  Baton  Rouge, 
La.,  thence  over  Interstate  Highway 


10  to  Junction  Arizona  Highway  84 
at  or  near  Casa  Grande,  Ariz.,  thence 
over  Arizona  Highway  84  (Interstate 
Highway  8)  to  Gila  Bend,  Ariz., 
thence  over  Interstate  Highway  8 
(U.S.  Highway  80)  to  San  Diego,  Calif., 
thence  over  Interstate  Highway  15  to 
junction  Interstate  Highway  5,  thence 
over  Interstate  Highway  5  to  Los  Angeles, 
Calif.,  and  return  over  the  same  routes, 
for  operating  convenience  only.  The  no¬ 
tice  indicates  that  the  carrier  is  pres¬ 
ently  authorized  to  transport  the  same 
commodities,  over  pertinent  service 
routes  as  follows:  (1)  From  Savannah, 
Ga.,  over  U.S.  Highway  80  to  San  Diego, 
Calif.,  (2)  from  Jacksonville,  Fla.,  over 
U.S.  Highway  90  to  Van  Horn,  Tex., 
thence  over  U.S.  Highway  80  to  Las 
Cruces,  N.  Mex.,  thence  over  U.S.  High¬ 
way  70  to  Globe,  Ariz.,  thence  over  U.S. 
Highway  60  to  Los  Angeles,  Calif.,  and 
(3)  from  Jacksonville,  Fla.,  over  Inter¬ 
state  Highway  10  to  Los  Angeles,  Calif., 
and  return  over  the  same  routes. 

By  the  Commission. 

[seal]  Robert  L.  Oswald, 

Secretary. 

[FR  Doc.73-5386  Filed  3-20-73:8:45  am] 


[Notice  21] 

MOTOR  CARRIER  APPLICATIONS  AND 
CERTAIN  OTHER  PROCEEDINGS 

March  16, 1973. 

The  following  publications  are  gov¬ 
erned  by  the  new  Special  Rule  1.247  of 
the  Commission’s  rules  of  practice,  pub¬ 
lished  in  the  Federal  Register,  issue  of 
December  3,  1963,  which  became  effec¬ 
tive  January  1, 1964. 

The  publications  hereinafter  set  forth 
reflect  the  scope  of  the  applications  as 
filed  by  applicant,  and  may  Include  de¬ 
scriptions,  restrictions,  or  limitations 
which  are  not  in  a  form  acceptable  to 
the  Commission.  Authority  which  ulti¬ 
mately  may  be  granted  as  a  result  of  the 
applications  here  noticed  will  not  neces¬ 
sarily  reflect  the  phraseology  set  forth 
in  the  application  as  filed,  but  also  will 
eliminate  any  restrictions  which  are  not 
acceptable  to  the  Commission. 

Applications  Assigned  for  Oral  Hearing 

MOTOR  CARRIERS  OF  PROPERTY 

No.  MC  22182  (Sub-No.  21)  (Republi¬ 
cation),  filed  November  24,  1971,  pub¬ 
lished  in  the  Federal  Register  issue  of 
January  6,  1972,  and  republished  this 
issue.  Applicant:  NU-CAR  CARRIERS, 
INC.,  950  Haverford  Road,  Post  Office 
Box  172,  Bryn  Mawr,  PA  19010.  Appli¬ 
cant’s  representative:  Gerald  K.  Gim- 
mel,  705  McLachlen  Bank  Building,  666 
Eleventh  Street  NW.,  Washington,  DC 
20001.  An  Order  of  the  Commission,  Di¬ 
vision  1,  Acting  as  an  Appellate  Division, 
dated  January  31,  1973,  and  served  Feb¬ 
ruary  14, 1973,  finds  that  a  previous  Order 
of  the  Commission,  Review  Board  No.  1, 
dated  September  5,  1972,  and  served 
September  12,  1972,  should  be  modified 


Ifo 


.  54— Pt.  I - 6^ 


FEDERAL  REGISHR,  VOL.  38,  NO.  54 — WEDNESDAY,  MARCH  21,  1973 


7428 


NOTICES 


to  find  tta&t  the  present  and  future  pub¬ 
lic  convenience  and  necessity  require 
eration  by  applicant,  In  interstate  or  fCH*- 
elgn  commerce,  as  a  common  ccarier  by 
motcM*  vehicle,  over  irregular  routes,  of 
motor  buses,  in  secondary  movement^  in 
truckaway  service,  (1)  from  Baltimcue, 
Md.,  and  points  in  that  portion  ol  the 
New  York.  N.T.,  commmdal  seme  as  de¬ 
fined  by  the  Commlssicm  in  the  Fifth 
Supplemental  Report  in  C(Hnm«Tial 
Zones  and  Terminal  Areas,  53  M.C.C. 
451,  within  which  local  (^rations  may 
be  conducted  under  the  exemption  pro¬ 
vided  by  section  203(b)  (8)  of  the  Inter¬ 
state  Commerce  Act  (the  “exempt** 
zone) .  to  points  in  the  United  States  (ex¬ 
cept  Alaska  and  Hawaii),  and  (2)  be¬ 
tween  points  in  New  Ywk,  New  Jersey, 
Ccxmecticut,  Rhode  Island,  Massachu¬ 
setts,  New  Hampshire,  Vermont,  Maine, 
Pennsylvania,  Maryland,  Delaware,  Dis¬ 
trict  of  Columbia,  Virginia,  West  Vir¬ 
ginia.  Ohio.  N(xlh  Carolina,  South  Caro¬ 
lina,  (Georgia,  and  Rorida,  restricted  in 
(1)  and  (2)  above  against  the  transpor¬ 
tation  of  shipments  destined  to  the 
plantsltes  of  General  Motors  Corp.,  GMC 
Truck  and  Coach  Division,  at  Pontiac, 
Mich.;  that  applicant  is  fit,  willing,  and 
able  properly  to  perform  such  service  and 
to  conform  to  the  requirements  of  the 
Interstate  Commerce  Act  and  the  Com¬ 
mission’s  rules  and  regulations  there- 
tmder.  Because  it  is  possible  that  other 
parties  who  have  relied  upon  the  notice 
of  the  ^plication  as  published,  may  have 
an  Intafest  in  and  would  be  prejudiced  by 
the  lack  of  proper  notice  of  the  authority 
described  above,  issuance  ot  a  certificate 
in  this  proceeding  will  be  withheld  for  a 
period  ot  30  days  from  the  date  of  this 
publication  of  the  authority  actually 
granted,  during  which  period  any  proper 
party  in  Interest  may  file  an  appropriate 
petition  for  intervention  or  other  relief 
in  this  proceeding  setting  forth  in  detail 
the  precise  manner  in  which  it  has  been 
so  prejudiced. 

No.  MC  103993  (Sub-No.  432)  (Repub- 
llcatiiHi),  filed  Jime  25,  1969,  published 
in  the  PiTOERAL  Register  issue  of  July  17, 
1969,  republished  on  June  30,  1971,  and 
presented  in  third  publication  this  issue. 
Applicant:  MORGAN  DRIVE-AWAY, 
INC.,  2800  West  Lexington  Avenue,  Elk¬ 
hart,  IN  46514.  Applicant’s  representa¬ 
tive:  Paul  D.  Borghesanl  (same  address 
as  applicant) .  A  report  and  order  of  the 
Commission,  Division  1,  acting  as  an  Ap¬ 
pellate  Division,  dated  February  22, 1973, 
and  served  March  7, 1973,  finds  that  the 
present  and  future  public  convoilence 
and  necessity  require  operatiem  by  appli¬ 
cant,  in  interstate  or  foreign  commerce, 
as  a  common  carrier  by  motor  vrfilcles, 
over  irregular  routes,  of  conveyors  and 
bins,  mounted  on  trailer  chassis,  and  used 
in  the  production  and  distributiem  ot  as¬ 
phalt,  from  Kansas  City,  Mo.,  to  points 
in  the  United  States  (except  Alaska  and 
Hawaii) ;  that  applicant  is  fit,  willing  and 
able  properly  to  perform  such  services 
and  to  conform  to  the  requirements  of 
the  Interstate  Commerce  Act  and  the 
Commissi  on’a  rules  and  regulations 
therexmder.  Because  it  is  possible  that 


other  parties  who  have  relied  upon  the 
notice  of  the  apidication  as  published, 
may  have  an  Interest  in  and  would  be 
prejudiced  by  the  lack  of  prefer  notice 
of  the  authority  described  above,  issu¬ 
ance  of  a  certificate  in  this  proceeding 
will  be  withheld  for  a  period  of  30  days 
from  the  date  of  this  publication  of  the 
authority  actually  granted,  during  which 
period  any  proper  party  in  interest  may 
file  an  appropriate  petition  for  interven- 
tiem  or  other  relief  in  this  proceeding 
setting  forth  in  detail  the  precise  manner 
in  which  it  has  been  so  prejudiced. 

No.  MC  117574  (Sub-No.  193)  (Repub¬ 
lication),  filed  October  20,  1970,  pub¬ 
lished  in  the  Federal  Register  l^e  of 
November  13,  1970,  and  republished  this 
Issue.  Appli(»nt:  DAILY  EXPRESS, 
INC.,  Post  Office  Box  39,  Carlisle,  PA 
17013.  ^pllcant’s  representative:  James 
W.  Hagar,  100  Pine  Street,  Post  Office 
Box  1166,  Harrisburg,  PA  17108.  A  report 
and  order  of  the  Commission,  Divlslcm  1, 
dated  P^bruary  23,  1973,  and  served 
March  7,  1973,  finds  that  the  present 
and  future  public  convenience  and  neces¬ 
sity  require  operation  by  applicant,  in 
interstate  or  foreign  commerce,  as  a 
common  carrier  by  motor  vehicle,  over 
Irregular  routes,  of  air-conditioning  and 
ventilating  machinery,  equipment,  parts, 
and  components,  from  Harrisonburg,  Va., 
and  the  facilities  utilized  by  Westing- 
house  Electric  Corp.  at  or  near  Staimton 
and  Verona,  Va.,  to  points  in  the  United 
States  (except  Alaska  and  Hawaii),  re¬ 
stricted  to  the  transportation  of  traffic 
originating  at  the  named  origin  points; 
that  applicant  Is  fit,  willing,  and  able 
properly  to  perform  such  services  and  to 
conform  to  the  requirements  of  the  In¬ 
terstate  Commerce  Act  and  the  Commis¬ 
sion’s,  rules  and  regulatlcms  thereunder. 
Because  it  is  possible  that  other  parties 
who  have  relied  upon  the  notice  of  the 
application  as  published,  may  have  an 
interest  in  and  would  be  prejudiced  by 
the  lack  of  proper  notice  of  the  authority 
described  above.  Issuance  of  a  certificate 
in  this  proceeding  will  be  withheld  for  a 
period  of  30  days  from  the  date  of  this 
publication  of  the  authorl^  actually 
granted,  diuing  which  period  any  proper 
party  In  interest  may  ffie  an  iq>proprlate 
petition  for  intervention  or  other  relief 
in  this  proceeding  setting  forth  in  detail 
the  precise  manner  in  which  it  has  been 
so  prejudiced. 

Notice  of  Filing  Petitions 

No.  MC  46281  (Notice  of  FUlng  of  Peti¬ 
tion  for  Modification  of  Certificate  by 
Territorial  Expansion  of  an  Origin 
Point),  filed  February  26,  1973.  Peti¬ 
tioner:  HJdj:.  MOTOR  EXPRESS  CO., 
INC.,  2122  Tonnelle  Avenue,  N.  Bergen, 
NJ  07047.  Petitioner’s  representative: 
Morton  E.  Kiel,  140  Cedar  Street,  New 
York,  NY  10006.  Petitioner  presently 
holds  a  motor  contract  carrier  permit  In 
No.  MC  46281,  Issued  January  21,  1953, 
authorizing  operations,  over  Irregular 
routes,  of  General  commodities  (except 
those  of  unusual  value,  classes  A  knd  B 
explosives,  household  goods  as  defined  by 
the  Commission,  commodities  in  bulk. 


and  those  requiring  qieclal  equipment). 
(1)  between  points  in  New  Jersey  within 
50  miles  of  Patersem,  VJ.,  including 
Paterson,  and  (2)  between  New  York, 
N.Y.,  and  pednts  in  Westchester  County, 
N.Y.,  on  the  one  hand,  and,  on  the  other, 
points  in  Orange  and  Rockland  Coun¬ 
ties,  N.Y..  those  In  Bergen,  Essex,  Hud¬ 
son,  Mercer.  Middlesex,  Monmouth, 
Morris,  Passaic,  Somerset,  Sussex,  and 
Union  counties,  N.J.,  and  those  in  that 
part  of  Hunterdon  and  Warren  Coun¬ 
ties,  N.J.,  east  of  a  line  beginning  at  the 
Hunterdon-Mercer  County  line  near 
Woodsvllle  and  extending  northward 
along  New  Jersey  Highway  69  (formerly 
New  Jersey  Highway  30)  to  junction 
U.S.  Highway  46,  and  thence  along  U.S. 
Highway  46  to  the  Delaware  River,  in¬ 
cluding  points  on  the  indicated  portions 
of  the  highways  specified.  By  the  Instant 
petition,  petitioner  seeks  to  expand  its 
origin  point  in  (2)  above  to  provide  serv¬ 
ice  from  “New  York,  N.Y.  and  points  in 
New  Jersey  within  5  miles  thereof’’  in  lieu 
of  its  present  authority  to  serve  “New 
York,  N.Y.’’  Any  Interested  person  or 
persons  desiring  to  participate  may  file 
an  original  and  six  (x^ies  of  his  written 
representations,  views  or  arguments  in 
support  of  or  against  the  petition  on  or 
before  April  20, 1973. 

No.  MC  86247  (Sub-No.  3)  (Notice  of 
Filing  of  Petition  for  Modification  of  Cer¬ 
tificate),  filed  February  26.  1973.  Peti- 
tloner:  INTERNATTONAL  CARTAGE 
LIMITED,  a  corporation,  1333  College 
Avenue,  Windsor,  ON.  Petitioner’s  repre¬ 
sentative:  Martin  J.  Leavitt.  1800  Buhl 
Building,  Detroit.  Mich.  48226.  Petitioner 
presently  holds  a  motor  common  carrier 
certificate  in  No.  MC-86247  (Sub-No.  3). 
issued  January  22,  1973,  authorizing  op¬ 
erations,  over  Irregular  routes,  or  Gen- 
eral  commodities  (except  those  of  imusual 
value,  classes  A  and  B  explosives,  house¬ 
hold  goods  as  defined  by  the  Commis¬ 
sion,  commodities  in  bulk,  and  commod¬ 
ities  requiring  special  equipment,  be¬ 
tween  the  port  of  entry  on  the  United 
States-Canada  boimdary  line  at  Port 
Huron,  Mich.,  on  the  one  hand,  and,  on 
the  other.  Detroit.  Mich.,  restricted 
against  the  transportaticn  of  traffic  orig¬ 
inating  at.  destined  to.  or  interlined  at 
Sarnia,  Ontario,  Canada  or  Port  Huron, 
Mich.  By  the  instant  petition,  petitioner 
seeks  to  modify  its  commodity  descrip¬ 
tion  by  removing  the  restriction  so  that 
the  commodity  description  would  read, 
“General  commodities  including  house¬ 
hold  goods  as  defined  by  the  Commis¬ 
sion.’’  Any  interested  person  or  persons 
desiring  to  participate  may  file  an  orig¬ 
inal  and  six  copies  of  his  written  repre¬ 
sentations.  views  or  arguments  in  support 
of  or  against  the  petition  on  or  before 
April  20,1973.- 

No.  MC  113545  (Sub-No.  7)  (Notice  of 
Filing  of  Petition  for  Modification  of 
Permit  by  Adding  a  Shipper),  filed 
March  1,  1973.  Petitioner:  CORMETT 
FORWARDING  CO.,  INC.,  19th  Street 
and  Park  Avenue.  Post  Office  Box  3057, 
Weehawken  Branch,  Union  City,  NJ 
07087.  Petitioner's  representative:  Mor- 
t(m  K  Kiel,  140  Cedar  Street.  New  York, 
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NY  10006.  Petitioner  presently  holds  a 
motor  contract  carrier  permit  in  No.  MC- 
113545  (Sub-No.  7),  Issued  January  15, 
1968,  and  affixed  to  expire  January  15, 
1978,  authorizing  transportation,  over  Ir- 
regulso*  routes,  of  radiopharmaceuticals, 
and  medical  isotopes,  from  Newark  Air¬ 
port  In  Newark,  N.J.,  and  La  Guardia  and 
Kennedy  Airports  in  New  York,  N.Y.,  to 
points  in  Bergen,  Passaic,  Sussex,  War¬ 
ren,  Morris,  Essex,  Hudson,  Union,  Mid¬ 
dlesex,  Somerset,  Hunterdon,  Mercer, 
Monmouth,  and  Ocean  Counties,  N.J., 
New  York,  N.Y.,  and  points  in  Nassau, 
Suffolk,  Westchester,  Rockland,  Orange, 
Ulster,  Sullivan,  Putnam,  and  Dutchess 
Counties,  N.Y.,  and  Fairfield  County, 
Conn.,  with  no  transportation  for  com- 
pensaticm  on  return  except  as  otherwise 
authorized,  restricted  to  the  transpor¬ 
tation  of  traffic  having  an  immediately 
prior  movement  by  air,  and  further  re¬ 
stricted  against  the  transportation  of 
packages  or  articles  weighing  in  the  ag¬ 
gregate  more  than  10  po\mds  from  one 
consignor  to  one  consignee  on  any  1  day, 
imder  a  continuing  contract,  or  contracts, 
with  Abbott  Laboratories,  of  North  Chi¬ 
cago,  HI.  By  the  instant  petition,  peti¬ 
tioner  seeks  to  add  New  England  Nuclear 
Corp.,  of  North  Billerica,  Mass.,  as  an 
additional  contracting  shipper.  Any  in¬ 
terested  person  or  persons  desiring  to 
participate  may  file  an  original  and  six 
copies  of  his  written  representations, 
views,  or  arguments  in  support  of  or 
against  the  petition  on  or  before  April  30, 
1973. 

No.  MC-128217  (Sub-No.  3)  (Notice  of 
Piling  of  Petition  for  Modification  of  Per¬ 
mit),  filed  February  23,  1973.  Petitioner: 
REINHART  MAYER,  doing  business  as 
MAYER  TRUCK  LINE,  1203  South 
Riverside,  Jamestown,  ND  58401.  Peti¬ 
tioner’s  representative:  Johnson  b  Hov- 
land,  425  Gate  City  Building,  Fargo,  N. 
Dak.,  58102.  Petitioner  holds  authority  in 
Permit  No,  MC-128217  (Sub-No.  3),  is¬ 
sued  August  28, 1972,  authorizing,  as  here 
pertinent,  motor  carrier  operations,  as  a 
contract  carrier,  in  the  transportation, 
over  Irregular  routes,  of:  Lumber,  chip- 
board,  shingles,  and  treated  poles,  from 
the  port  of  entry  on  the  United  States- 
Canada  boundary  line,  located  at  or  near 
East  Port,  Idaho,  to  points  in  North 
Dakota,  South  Dakota,  Montana,  Wyom¬ 
ing,  Nebraska,  Kansas,  Oklahoma,  Texas, 
Minnesota,  Nevada,  Utah,  and  Colorado; 
and  treated  poles,  from  the  port  of  entry 
cm  tire  international  boimdary  line  be¬ 
tween  the  United  States  and  Canada  at 
or  near  East  Port,  Idaho,  to  points  In 
Iowa,  Wisconsin,  and  Illinois,  restricted 
in  each  instance  to  the  transportation  of 
shipments  moving  foreign  commerce  and 
restricted  to  transportation  services 
performed  under  a  continuing  contract 
or  contracts  with  Le  Fevre  Sales,  Inc., 
of  Jamestown,  N.  Dak.  By  the  in¬ 
stant  i>etitlon,  pyetitloner  seeks  to 
modify  the  said  permit  by  additionally 
authorizing  operations,  as  a  contract 
carrier  by  motor  vehicle,  in  Interstate  or 
foreign  commerce,  transporting:  Treated 
poles,  from  Columbia  Falls,  Mont.,  to 
points  In  North  Dakota  and  South 
Dakota,  under  a  continuing  contract 


with  the  same  shipper.  The  purpose  of 
the  modification  is  to  reflect  a  change  in 
source  of  supply  of  treated  poles  pur¬ 
chased  tv  the  contracting  shipper.  Any 
interested  persons  desiring  to  pEulicipate 
and  to  be  heard  in  the  matter  may  file 
an  original  and  six  copies  of  his  written 
representations,  views  or  argument  in 
support  of  or  against  the  petition  on  or 
before  April  20, 1973. 

No.  MC  128375  (Sub-No.  47)  (Notice 
of  Filing  of  Petition  for  Modification  of 
Permit),  filed  January  15,  1973.  Peti¬ 
tioner:  C7RETE  CARRIER  CX>RPORA- 
■nON,  1444  Main,  Crete,  NE  68333.  Peti¬ 
tioner’s  representative:  William  P.  Sul- 
Uvan,  1819  H  Street  NW.,  Washington, 
DC  20006.  Petitioner  presently  holds  a 
motor  contract  carrier  permit  in  No.  MO 
128375  (Sub-No.  47),  issued  Septem¬ 
ber  15,  1971,  authorizing  operations  over 
irregular  routes,  of  paper  and  paper 
products,  from  Mobile,  Ala.,  to  points  in 
Montana,  Idaho,  Nevada,  Utah,  Wyo¬ 
ming,  North  Dakota,  South  Dakota, 
Nebraska,  Kansas,  Coahoma,  Minnesota, 
Iowa,  Missouri,  Arkansas,  Colorado,  and 
New  Mexico,  with  no  transix>rtation  for 
compensation  on  return  except  as  other¬ 
wise  authorized,  under  a  continuing  con¬ 
tract,  or  contracts,  with  Western  Paper 
Co.,  a  subsidiary  or  division  of  Hammer- 
mill  Paper  Co„  Inc.  By  the  instant  peti¬ 
tion,  petitioner  seeks  to  delete  “Western 
Paper  Co.,  a  subsidiary  or  division  of 
Hammermill  Paper  Co.,  Inc.’’  and  sub¬ 
stitute  in  lieu  thereof  “Hammermill 
Paper  Co.,  of  Erie,  Pa.”  to  reflect  a 
planned  change  in  the  name  of  one  of 
petitioner's  contracting  parties.  Any  in¬ 
terested  person  or  persons  desiring  to 
participate  may  file  an  original  and  six 
copies  of  his  written  representations, 
views  or  arguments  in  support  of  or 
against  the  petition  on  or  before  April  20, 
1973. 

No.  MC  129863  (Sub-No.  5)  (Notice  of 
Filing  of  Petition  for  Modification  of  Per¬ 
mit  by  Expanding  the  Commodity  De¬ 
scription),  filed  February  21,  1973.  Peti¬ 
tioner:  FREDERICK  L.  BULTMAN, 
INC.,  11144  West  Silver  Spring  Drive, 
Milwaukee,  WI  53225.  Petitioner’s  rep¬ 
resentative:  William  C.  Dineen,  710 
North  Planklnton  Avenue,  Milwaukee, 
WI  53203.  Petitioner  presently  holds  a 
motor  contract  carrier  permit  in  No.  MC- 
12963  (Sub-No.  5),  Issued  Jime  29,  1970, 
authorizing  operations,  over  Irregular 
routes,  of  Carpets,  carpet  cushions  and 
unfinished  carpet  and  industrial  textile 
products,  between  Milwaukee,  Wts.,  on 
the  one  hand,  and,  on  the  other,  the 
sites  of  the  plant  and  warehouse  facilities 
of  the  Ozite  Corp.  at  Libertyville,  Ill., 
under  a  continuing  contract,  or  con¬ 
tracts,  with  Ozite  Corp.  By  the  Instant 
petition,  petitioner  seeks  to  modify  its 
commodity  description  above  by  adding 
“and  materials  used  in  the  manufacture 
of  carpets  and  carpet  cushions”  to  its 
presently  authorized  commodities.  Any 
interested  person  or  persons  desiring  to 
participate  may  file  an  original  and  six 
copies  of  his  written  representations, 
views,  or  arguments  in  support  of  or 
against  the  petition  on  or  before  April 
20,  1973. 


No.  MC  129991  (Sub-No.  1)  (Notice 
of  Filing  of  Petition  for  Modification  of 
Permit  by  Adding  Origins),  filed  Febru¬ 
ary  26,  1973.  Petitioner:  JENSEN 

TRUCKING  CO.,  INC.,  1800  Southwest 
Temple,  Post  Office  Box  1620,  Salt  Lake 
City,  UT  84110.  Petitioner’s  representa¬ 
tive:  Irene  Warr,  430  Judge  Building. 
Salt  Lake  City,  Utah  84111.  Petitioner 
presently  holds  a  motor  contract  carrier 
permit  in  No.  MC-129991  (Sub-No.  1), 
issued  May  5,  1969,  authorizing,  as  perti¬ 
nent,  operations,  over  irregular  routes,  of 
(1)  baler  and  binder  twine,  from  Port¬ 
land,  Oreg.,  and  Los  Angeles,  Calif.,  to 
Preston,  Idaho,  and  points  in  Utah,  Mdth 
no  transportation  for  compensation  on 
return  except  as  otherwise  authorized 
and  (2)  tires,  from  Buena  Park,  Calif.,  to 
Preston,  Idaho,  and  points  in  Utah,  with 
no  transportation  for  compensation  on 
return  except  as  otherwise  authorized, 
imder  a  continuing  contract,  or  con¬ 
tracts,  in  (1)  and  (2)  above  with  Inter- 
mountain  Farmers  Association.  By  the 
instant  petition,  petitioner  seeks  to  add 
the  origins  of  (a)  Dallas  and  El  Paso, 
Tex.,  to  its  authority  in  (1)  above,  and 
(b)  Bowling  Green,  Ky.,  and  Akron, 
Ohio,  to  its  authority  in  (2)  above.  Any 
person  or  persons  desiring  to  participate 
may  file  an  original  and  six  copies  of  his 
written  representations,  views  or  argu¬ 
ments  in  support  of  or  against  the  peti¬ 
tion  on  or  before  April  20, 1973. 

No.  MC  130103  (Notice  of  Filing  of  Pe¬ 
tition  for  Modification  of  License),  filed 
February  15, 1973.  Petitioner:  MUSIKER 
STUDENT  TOURS  INC.,  101  The  Inter¬ 
vale,  Roslyn  Estates,  Long  Island,  NY 
11576.  Petitioner’s  representative:  Robert 
E.  Goldstein,  8  West  40th  Street,  New 
York,  NY  10018.  Petitioner  presently 
holds  a  brokerage  license  (BMC  5)  in  No. 
MC-130103,  issued  May  17,  1972,  to  en¬ 
gage  in  arranging  transportation  by  mo¬ 
tor  vehicle,  in  Interstate  or  foreign  com¬ 
merce  as  a  broker  at  Roslyn  Estates, 
Nassau  County,  Long  Island,  N.Y.,  of 
students,  accompanied  by  tour  directors, 
supervisors,  and  chaperones,  and  their 
baggage,  in  special  and  charter  opera¬ 
tions,  beginning  and  ending  at  Denver, 
Colo.,  Los  Angeles  and  San  Francisco, 
Calif.,  Seattle.  Wash.,  Phoenix,  Ariz.,  and 
New  Orleans,  La.,  and  extending  to  points 
in  the  United  States  (except  Alaska  and 
Hawaii) ,  restricted  to  students  having  an 
immediately  prior  movement  by  air  ar¬ 
ranged  by  petitioner  at  Roslyn  Estates, 
N.Y.  By  the  Instant  petition,  petitioner 
seeks  to  amend  its  license  to  allow  the 
arrangement  of  transportation  as  a 
broker  at  “points  in  the  United  States”  in 
lieu  of  “Roslyn  Estates,  Nassau  County, 
Long  Island,  N.Y.”  Any  interested  person 
or  persons  desiring  to  participate  may  file 
an  original  and  six  copies  of  his  written 
representations,  views,  or  argiunents  in 
support  of  or  against  the  petition  on  or 
before  April  20, 1973. 

No.  MC  134806  (Sub-No.  1)  (Notice  of 
filing  of  petition  for  modification  of  per¬ 
mit  by  adding  an  origin  and  destination) , 
filed  February  28,  1973.  Petitioner: 

B-D-R  TRANSPORT,  INC.,  Post  Office 
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Box  813,  Brattleboro,  VT  05301.  Peti¬ 
tioner’s  representative:  Francis  J.  Ort- 
man,  1100  17th  Street  NW..  Suite  613, 
Washington,  DC  20036.  Petitioner  pres¬ 
ently  holds  a  motor  contract  carrier 
permit  in  No.  MC-134806  (Sub-No.  1), 
issued  May  17.  1971,  authorizing,  as  per¬ 
tinent,  operations,  over  irregular  routes 
of:  (A)  Footwear,  from  Brunswick  and 
North  Berwick,  Maine,  and  from  Man¬ 
chester,  Nashua,  and  Rollinsford,  N.H., 
to  Brattleboro.  Vt.,  with  no  transporta¬ 
tion  for  compensation  on  return  except 
as  otherwise  authorized,  imder  a  contin¬ 
uing  contract,  or  contracts,  with  Dunham 
Brothers  Co.;  and  (B)  Tanned  leather, 
from  Milwaukee  and  Fond  du  Lac.  Wis., 
and  Chicago,  HI.,  to  Wilton,  Maine,  with 
no  transportation  for  (X)mpensation  on 
return  except  as  otherwise  authorized, 
under  a  continuing  contract,  or  contracts, 
with  G.  H.  Bass  &  Co.  By  an  order  and 
supplemental  order  of  the  Commission, 
Operating  Rights  Board,  both  dated  De¬ 
cember  21, 1972,  and  both  served  January 
18,  1973,  the  above-described  authority 
was  modified  as  follows:  (1)  Waukegan, 
m.,  was  authorized  as  an  additional 
origin  point  in  (B)  above;  and  (2)  Den¬ 
ver,  Colo,  w’as  authorized  as  a  destina¬ 
tion  point  in  lieu  of  Cheyenne,  Wyo.  in 
the  transportation  of  footwear  from  Wil¬ 
ton,  Maine,  and  Brattleboro,  Vt.  (not 
mentioned  above  with  respect  to  this  re¬ 
quest)  .  By  the  instant  petition,  petitioner 
seeks  to  add:  (a)  The  origin  of  Lebanon, 
Pa.,  to  its  authority  in  (A)  above:  and 
(b)  the  destination  of  Portland,  Maine, 
to  its  authority  in  (B)  above.  Any  inter¬ 
ested  person  or  persons  desiring  to  partic¬ 
ipate  may  file  an  original  and  six  copies 
of  his  written  representations,  views  or 
arguments  in  support  of  or  against  the 
petition  on  or  before  April  20,  1973. 

No.  MC  135379  (Sub-No.  2)  (Notice  of 
Piling  of  Petition  for  Modification  of 
Permit  by  Adding  Shippers) ,  filed  Feb¬ 
ruary  16,  1973.  Petitioner:  EASTERN 
TRANSPORT.  INC.,  320  Stiles  Street, 
Linden.  NJ  07036.  Petitioner’s  represent¬ 
ative:  George  A.  Olsen,  69  Tonnele  Ave¬ 
nue,  Jersey  Chty,  NJ  07306.  Petitioner 
presently  holds  a  motor  contract  carrier 
permit  in  No.  MC-135379  (Sub-No.  2), 
issued  January  18,  1973,  authorizing 
operations,  over  irregular  routes,  of  such 
merchandise  as  is  dealt  in  by  wholesale, 
retail,  chain,  grocery,  department  stores, 
and  food  business  houses  (except  glass 
containers  and  commodities  in  bulk) ,  and 
in  connection  therewith,  equipment,  ma¬ 
terials,  and  supplies  u.sed  in  the  conduct 
of  such  business  (except  glass  containers 
and  commodities  in  bulk) ,  between  points 
in  Connecticut,  Delaware,  Marj’land, 
Massachusetts.  New  Hampshire,  New 
Jersey,  New  York,  Pennsylvania,  Rhode 
Island,  Virginia,  and  the  District  of  Co¬ 
lumbia,  under  a  continuing  contract,  or 
contracts,  with  Food  Fair  Stores,  Inc.  By 
the  instant  petition,  petitioner  seeks  to 
add  Ideal  Shoe  Co.  and  Merchants  Green 
’Trading  Stamp  Co.  as  contracting  ship¬ 
pers  to  its  authority  described  above.  Any 
interested  person  or  persons  desiring  to 
participate  may  file  an  original  and  six 
copies  of  his  written  representations, 
views  or  arguments  in  support  of  or 


against  the  petition  on  or  before  April  20, 
1973. 

No.  MC  135113  (Notice  of  Filing  of 
Petition  for  Modificatlmi  of  Permit) ,  filed 
February  20,  1973.  Petitioner:  DORIN, 
INC.,  Madismi,  Ga.  30650.  Petitioner’s 
representative:  Archie  B.  Chilbreth,  Suite 
246,  1252  West  Peachtree  Street  NW., 
Atlanta,  GA  30309.  Petitioner  presently 
holds  a  motor  contract  carrier  permit  in 
No.  MC-135113  issued  February  29.  1972, 
authorizing  operations  between  numer¬ 
ous  points  in  the  United  States  imder 
contracts  with  Wellin£dx)n  Synthetic 
Fibres,  Inc.,  Wellington  Puritan  Mills, 
Inc.,  Wellington  Georgia  Mills,  Inc., 
Wellington  Forest  Products,  Inc.,  Well¬ 
ington  Book  Co.,  Inc.,  and  Wellington 
Films  and  Foils,  Inc.  (subsidiaries  of 
Wellington  ’Technical  Industries,  Inc.). 
By  the  instant  petition,  petitioner  seeks 
authority  to  transport  books,  fiat  printed 
sheets  and  printing  paper,  and  materials, 
equipment,  and  supplies  used  in  the 
manufacture  and  distributicm  of  books, 
between  points  in  the  United  States  on 
Mid  east  of  a  line  beginning  at  the  mouth 
of  the  Mississippi  River,  and  extending 
along  the  Missi^ippi  River  to  its  junction 
Txlth  the  western  boimdary  of  Itasca 
County,  Minn.,  thence  northward  along 
the  western  boundaries  of  Itasca  and 
Koochiching  Counties,  Minn.,  to  the  in¬ 
ternational  boundary  line  between  the 
United  States  and  Canada,  under  a  con¬ 
tinuing  contract,  or  contracts,  with  Well¬ 
ington  Publication  Press,  Inc.,  at  Balti¬ 
more,  Md.  (a  subsidiary  of  Wellington 
Technical  Industries,  Inc.).  Any  inter¬ 
ested  person  or  persons  desiring  to  par¬ 
ticipate  may  file  an  original  and  six 
copies  of  his  written  representations, 
views  or  arguments  in  support  of  or 
against  the  petition  on  or  before  April  20, 
1973. 

Applications  for  Certificates  or  Per¬ 
mits  Which  Are  To  Be  Processed  Con¬ 
currently  With  Application  Under 

Section  5  Governed  By  Special  Rule 

240  TO  THE  Extent  Applicable 

No.  MC  30280  (Sub-No.  64),  filed 
March  5,  1973.  Applicant:  WATKINS- 
CAROLINA  EXPRESS,  INC.,  Post  Office 
Box  10188,  Federal  Station,  Greenville, 
SC  29603.  Applicant’s  representative: 
Paul  M.  Daniell,  Post  Office  Box  872,  At¬ 
lanta,  GA  30301.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing;  General  commodities  (except  those 
of  unusual  value,  classes  A  and  B  explo¬ 
sives,  household  goods  as  defined  by  the 
Commission,  commodities  in  bulk,  com¬ 
modities  requiring  special  equipment, 
and  those  injurious  or  contaminating  to 
other  lading)  between  points  within  the 
territory  bounded  as  follows:  On  the  east, 
from  the  North  Carlina-Virginla  State 
line  over  U.S.  Highway  1  to  its  in¬ 
tersection  with  U.S.  Highway  158, 
thence  over  U.S.  Highway  158  to 
Warrenton,  thence  over  North  Caro¬ 
lina  State  Highway  58  to  Wilson, 
thence  over  U.S.  Highway  301  to  Its 
intersection  with  U.S.  Highway  117, 
thence  over  U.S.  Highway  117  to  Wil¬ 
mington,  thence  over  U.S.  Highway  421 


to  Port  Fisher;  and  the  west,  from  the 
North  Carolina-Tennessee  State  line 
over  U.S,  Highway  25  to  the  North 
Carolina-South  Carolina  State  line. 
Note:  Common  control  may  be  involved. 
Applicant  states  that  the  requested  au¬ 
thority  can  be  jointed  with  its  existing 
authority  at  North  Carolina,  South  Caro¬ 
lina,  and  Georgia,  Alabama,  Tennessee, 
and  Virginia.  TTiis  is  a  matter  directly 
related  to  MC-F  11811  published  in  the 
Federal  Register  issue  of  March  14, 1973. 
If  a  hearing  is  deemed  necessary,  appli¬ 
cant  requests  it  be  held  at  Charlotte, 
N.C. 

No.  MC  121427  (Sub-No.  8)  (Correc¬ 
tion)  ,  filed  January  16, 1973,  of  February 
14,  1973,  and  republished  as  corrected 
this  issue.  Applicant:  MISSISSIPPI 
FREIGHT  LINES,  INC.,  210  Beatty 
Street,  Jackson,  MS  39204.  Applicant’s 
representative:  Harold  D.  Miller,  Jr„  Post 
Office  Box  22567,  Jackson,  MS  39205. 
Note:  The  purpose  of  this  republication 
is  to  show  that  applicant  also  intends  to 
serve  the  U.S.  Navy  Jet  Base  located  near 
Lauderdale,  Miss.,  as  an  off-route  point 
in  connection  with  route  number  (1)  be¬ 
tween  Forest  and  Jackson,  Miss.,  which 
was  inadvertently  omitted  from  the  pre¬ 
vious  publication  February  14,  1973.  ’The 
rest  of  the  notice  remains  as  previously 
published.  This  application  is  a  matter 
directly  related  to  MC-F  11774,  published 
in  the  Federal  Register  issue  of  January 
19, 1973. 

Applications  Under  Sections  5  and 
210a(b) 

The  following  applications  are  gov¬ 
erned  by  the  Interstate  Commerce  Com¬ 
mission’s  special  rules  governing  notice 
of  filing  of  applications  by  motor  car¬ 
riers  of  property  or  passengers  under  sec¬ 
tions  5(a)  and  210a(b)  of  the  Interstate 
Commerce  Act  and  certain  other  pro¬ 
ceedings  with  respect  thereto.  (49  CFR 
1.240). 

motor  carriers  of  property 

No.  MC-F-11782.  KREVDA  BROS., 
EXPRESS,  INC.— Purchase  (Portion)  — 
LEE  MOTOR  LINES,  INC.),  published  in 
the  February  14,  1973,  issue  of  the  Fed¬ 
eral  Register  on  page  4448.  Application 
filed  March  8,  1973,  for  temporary  au¬ 
thority  under  section  210a(b), 

No.  MC-F-1179L  (C.  A.  PETERSEN, 
doing  business  as  PETERSEN  TANK 
LINES— Control— (A)  S.  F.  DOUGLAS 
TRUCK  LINE.  INC.,  and  (B)  S.  F. 
DOUGLAS,  doing  business  as  S.  F. 
DOUGLAS  TRUCK  LINE) ,  published  in 
the  February  14,  1973,  issue  of  the  Fed¬ 
eral  Register  on  page  4450.  Prior  notice 
should  be  modified  to  read:  PETERSEN 
TANK  LINES,  INC.— Control— (A)  S,  F. 
DOUGLAS  TRUCK  LINE.  INC.,  and  <  B » 
S.  F.  DOUGLAS,  doing  business  as  S.  F. 
DOUGLAS  TRUCK  LINE. 

No.  MC-F-11805.  (QUICK  AIR 
FREIGHT.  INC.— Control— VANDALIA 
AIR  FREIGHT,  INC.),  published  in  the 
March  7,  1973,  issue  of  the  Federal  Reg¬ 
ister  on  page  6248.  Application  filed 
March  14,  1973,  for  temporary  authority 
under  section  2i0a(b). 
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No.  MC-F-11815.  Authority  sought  for 
purchase  by  ANDERSON  TRUCKING 
SERVICE,  INC.,  203  Cooper  Avenue 
North,  St.  Cloud,  MN  56301,  of  a  portion 
of  the  operating  rights  of  RATLIPP  & 
RATLIPP,  INC.,  Route  No.  9,  Lexington, 
N.C.  27292,  and  for  acquisition  by  HAR¬ 
OLD  ANDERSON,  also  of  St,  Cloud, 
Minn.  56301,  of  control  of  such  rights 
through  the  purchase.  Applicants’  attor¬ 
ney:  Donald  A.  Morken,  1000  Pirst  Na¬ 
tional  Bank  Building,  Minneapolis,  Minn. 
55402.  Operating  rights  sought  to  be 
transferred:  Stone,  as  a  common  carrier 
over  irregular  routes,  from  Columbia, 
Rion,  Rockton,  and  Winnsboro,  S.C.,  and 
Charlotte,  Granite  Quarry,  and  Greens¬ 
boro,  N.C.,  to  points  and  places  in  North 
Carolina.  South  Carolina,  Virginia, 
Maryland,  Delaware,  New  Jersey,  Penn¬ 
sylvania,  New  York,  and  the  District  of 
Columbia,  from  points  in  Palrfleld  and 
Richland  Coimtles,  S.C.,  to  points  in  Wis¬ 
consin,  Iowa,  Illinois,  Missouri,  Okla¬ 
homa,  Kansas,  Nebraska,  Colorado, 
Texas,  Ohio,  Louisiana,  Massachusetts, 
Arkansas,  Mississippi,  Indiana,  Ken¬ 
tucky,  Tennessee,  Alabama,  Georgia, 
West  Virginia,  Michigan,  and  Florida, 
from  points  in  Palrfleld  Coimty,  S.C.,  to 
points  in  Connecticut,  Rhode  Island,  Ver¬ 
mont,  New  Hampshire,  Maine,  and  Minn¬ 
esota,  from  points  in  Richland  County, 
S.C.  (except  Columbia,  S.C.),  Fairfleld 
County,  S.C.  (except  Rion,  Rockton  and 
Winnsboro,  S.C.) ,  Kershaw  County,  S.C., 
and  Rowan  County,  N.C.  (except  Granite 
Quarry,  N.C.),  to  points  in  North  Caro¬ 
lina,  South  Carolina,  Virginia,  Maryland, 
Delaware,  New  Jersey,  Pennsylvania,  New 
York,  and  the  District  of  Columbia,  from 
points  in  Richland  County,  S.C.,  to  iK>lnts 
in  Connecticut,  Rhode  Island,  Vermont, 
New  Hampshire,  Maine,  and  Minnesota, 
•from  points  in  Kershaw  County,  S.C., 
and  Rowan  County,  N.C.,  to  points  in 
Wisconsin,  Iowa,  Illinois,  Kansas,  Mis¬ 
souri,  Oklahoma,  Nebraska,  Colorado, 
Texas,  Ohio,  Louisiana,  Massachusetts, 
Arkansas,  Mississippi,  Indiana,  Kentucky, 
Tennessee,  Alabama.  Georgia,  West  Vir¬ 
ginia.  Michigan,  Florida,  Connecticut, 
Rhode  Island,  Vermont,  New  Hampshire, 
Maine,  and  Minnesota,  with  restriction. 
Vendee  is  authorized  to  operate  as  a 
common  carrier  in  all  of  the  States  in 
the  United  States  (except  Alaska  and 
Hawaii).  Application  has  not  been  filed 
for  temporary  authority  under  section 
210a(b). 

No.  MC-F-11817.  Authority  sought  for 
control  by  M.  R.  &  R.  TRUCKING  COM¬ 
PANY,  715  North  Perdon  Boulevard, 
Crestview,  PL  32536,  of  PERKINS 
FREIGHT  LINES,  INC.,  140  MUton  Ave¬ 
nue  SE.,  Atlanta,  GA  30315,  and  for  ac¬ 
quisition  by  w.  GUY  McKenzie,  Post 
Office  Box  1200,  Tallahassee,  FTi  32302, 
of  control  of  PERKINS  FREIGHT 
LINES,  INC.,  through  the  acquisition  by 
M.  R.  &  R.  TRUCKING  COMPANY.  Ap¬ 
plicants’  attorney:  W.  Guy  McKenzie, 
Jr.,  Post  Office  Box  1200,  Tallahassee, 
PL  32302.  Operating  rights  sought  to 
be  controlled:  General  commodities, 
with  exceptions,  as  a  common  carrier 
over  regular  routes,  betwe^  Atlanta, 


and  Thomaston,  Ga.,  between  Griffin, 
and  Thomaston,  Ga.,  serving  the  site 
of  Tucker-Stone  Mountain  Industrial 
District  and  Stone  Moimtain  Memorial 
Park,  De  Kalb  (bounty,  Ga.,  the  site  of 
the  Panola  Industrial  District  near 
Lithonia,  De  Kalb  County,  Ga.,  and 
Yatesville,  Ga.,  as  off-route  points  in 
connection  with  carriers  presently  au¬ 
thorized  regular  route  op)eratlons  be¬ 
tween  Atlanta  and  Thomaston,  Ga.; 
telephone  equipment,  materials  and  sup¬ 
plies,  over  Irregular  routes,  between  Grif¬ 
fin,  Ga.,  on  the  one  hand,  and,  on  the 
other,  points  in  Lamar,  Pike,  Spalding, 
Henry,  Butts,  Clayton,  Fayette,  and 
Coweta  Coimties,  Ga.  M.  R.  &  R. 
TRUCKING  COMPANY,  is  authorized  to 
operate  as  a  common  carrier  in  Ala¬ 
bama,  Florida,  and  Georgia.  Application 
has  been  filed  for  temporary  authority 
under  section  210a(b) . 

No.  MC-F-11818.  Authority  sought  for 
purchase  by  EAGLE  TRANSPORT  COR¬ 
PORATION,  Post  Office  Box  4508,  Rocky 
Moiuit,  NC  27801,  of  the  operating  rights 
of  RHEMAN  TRANSPORT  OP  VIR¬ 
GINIA,  INC.,  Post  Office  Box  338,  Dur¬ 
ham,  NC  27702,  and  for  acquisition  by 

A.  DONALD  STALLINGS,  1204  Notting¬ 
ham  Road,  Rocky  Moimt,  NC  27801,  and 
HUGH  G.  SHEARIN,  3313  Hawthorne 
Road,  Rocky  Moimt,  NC  27801,  of  con¬ 
trol  of  such  rights  through  the  purchase. 
Applicants’  attorney:  Ralph  McDonald, 
Post  Office  Box  2246,  Raleigh,  NC  27602. 
Operating  rights  sought  to  be  trans¬ 
ferred:  Petroleum  products,  in  bulk,  in 
tank  vehicles,  as  a  common  carrier  over 
irregular  routes,  between  Portsmouth, 
Va.,  and  points  within  10  miles  thereof, 
on  the  one  hand,  and.  on  the  other,  points 
in  North  Carolina.  Vendee  is  authorized 
to  operate  as  a  common  carrier  in  Dela¬ 
ware,  Georgia,  Maryland,  New  Jersey, 
North  Carolina,  Pennsylvania,  South 
Carolina,  Virginia,  and  West  Virginia. 
Application  has  been  flled  for  temporary 
authority  under  section  210a(b). 

No.  MC-F-11819.  Authority  sought  for 
pm'chase  by  LOPEZ  TRUCKING,  INC., 
131  Linden  Street.  Waltham,  MA  02154, 
of  the  operating  rights  of  LIPPA 
TRANSPORTATION  (X).,  INC.,  Hardy 
Street,  Peabody,  MA  01960,  and  Abraham 
Ankeles,  Trustee  of  Hardy  Realty  Trust 
(Holder  of  foreclosed  mortgage  on  fran¬ 
chise),  29  Lowell  Street,  Peabody,  MA, 
LOPEZ,  also  of  Waltham,  Mass.  02154,  of 
and  for  acquisition  by  VINCENT  A. 
control  of  such  rights  through  the 
purchase.  Applicants’  attorney:  Kenneth 

B.  Williams,  111  State  Street,  Boston,  MA 
02109.  Operating  rights  sought  to  be 
transferred:  General  commodities,  with 
exceptions,  as  a  common  carrier  over  ir¬ 
regular  routes,  between  Boston,  Mass., 
on  the  one  hand,  and,  on  the  other, 
points  and  places  in  Massachusetts 
within  30  miles  of  Boston,  between  New 
York,  N.Y.,  Ml  the  one  hand,  and,  on  the 
other,  points  in  New  Jersey  within  25 
miles  of  New  York,  N.Y,;  alcoholic  bev¬ 
erages,  from  Boston,  Mass.,  to  Providence 
and  Pawd,ucket,  R.I.,  New  York,  N.Y., 
Concord,  N.H.,  and  Augitsta,  Maine; 
malt  beverages,  from  New  Haven  and 


Waterbury.  Conn.,  New  York,  N.Y.,  and 
Newark,  N.J.,  to  Boston,  Mass.;  syrup 
and  nonalcoholic  beverages,  from  New 
York,  N.Y.,  to  Boston,  Mass.;  toitch  hazel, 
from  EJssex,  Conn.,  to  New  York,  N.Y., 
and  Boston  and  Framingham,  Mass.; 
sizing,  from  Boston,  Mass.,  to  New  York, 
N.Y.;  furnaces,  from  Boston,  Mass.,  to 
points  and  places  in  that  part  of  New 
Hampshire  on  and  south  of  a  line  begin¬ 
ning  at  Portsmouth,  N.H.,  and  extending 
along  U.S.  Highway  4  to  Dover  Point, 
N.H.,  thence  along  New  Hampshire  High¬ 
way  16  to  Rochester,  N.H.,  and  thence 
along  U.S.  Highway  202  to  the  New 
Hampshire-Massachusetts  State  line; 
carpets,  from  Boston,  Mass.,  to  Provi¬ 
dence,  R.I.;  and  from  Thompsonville, 
Conn.,  to  Boston,  Mass.;  insulation  ma¬ 
terials,  from  Boston,  Mass.,  to  Man¬ 
chester,  N.H.,  Montpelier  and  Benning¬ 
ton,  Vt.,  and  Portland,  Maine;  roofing 
materials,  from  Boston,  Mass.,  to  Provi¬ 
dence,  R.I.;  cardboard  containers,  from 
Boston,  Mass.,  to  New  York,  N.Y.;  build¬ 
ing  materials,  between  Boston,  Mass.,  on 
the  one  hand,  and,  on  the  other,  Clare¬ 
mont,  Hanover,  Keene,  Nashua,  and 
Manchester,  N.H.,  Burlington  and  Mont¬ 
pelier,  Vt.,  Portland  and  Bangor,  Maine, 
Providence  and  Pawtucket,  R.I.,  Hartford 
and  Meriden,  Conn.,  and  Brooklyn  and 
New  York,  N.Y.;  paint,  lead,  and  zine, 
between  Boston,  Mass.,  on  the  one  hand, 
and,  on  the  other,  Lancaster,  Dover, 
Keene,  and  Claremont,  N.H.,  Portland 
and  Winthrop,  Maine,  Bennington,  Vt., 
Providence  and  Pawtucket,  R.I.,  and 
Newark,  N.J.;  paper  and  paper  prod¬ 
ucts,  gelatin  and  gelatin  stock,  solid 
fuel,  and  machinery,  materials,  sup¬ 
plies  and  equipment  used  in  tanneries 
and  shoe  factories,  between  Peabody, 
Mass.,  and  points  and  places  in  Massa¬ 
chusetts  within  25  miles  of  Peabody  on 
the  one  hand,  and,  on  the  other.  New 
York,  NY.,  and  points  and  places  in  Con¬ 
necticut  and  Rhode  Island  and  those  in 
tljat  part  of  New  Hampshire  east  and 
south  of  a  line  beginning  at  the  New 
Hampshire-Massachusetts  State  line  and 
extending  along  U.S.  Highway  3  to  junc¬ 
tion  U.S.  Highway  202,  and  thence  along 
U.S.  Highway  202  to  the  New  Hampshire- 
Maine  State  line,  including  points  and 
places  on  the  indicated  portions  of  the 
highways  specified;  paints,  lead,  zinc, 
and  building  materials  as  defined  in  Ap¬ 
pendix  VT  to  the  report  in  Descriptions 
in  Motor  Carrier  Certificates,  61  M.C.C. 
209,  except  commodities  in  bulk,  from 
New  York,  N.Y.,  and  points  within  a  de¬ 
scribed  area  of  New  Jersey  and  New 
Hampshire,  from  the  aboye  described 
origin  points,  to  points  in  a  described 
area  of  Maine.  Vendee  is  authorized  to 
operate  as  a  common  carrier  in  all  of 
the  States  in  the  United  States,  except 
Alaska  and  Hawaii.  Application  has  been 
filed  for  temporary  authority  under  sec¬ 
tion  210a(b). 

MOTOR  CARRIER  PASSENGER 

No.  MC-P-11816.  Authority  sought  for 
purchase  by  CAPITOL  BUS  COMPANY, 
1061  South  Cameron  Street,  Harrisburg. 
PA  17104,  of  the  operating  rights  of  KEY¬ 
STONE  CHARTER  SERVICE,  INC., 
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Cameron  and  Forster  Streets,  Harris¬ 
burg,  PA  17101,  and  for  acquisition  by 
RICHARD  J.  MAGUIRE,  EVELYN  Z. 
MAGUIRE,  MARY  ANN  MAGUIRE,  and 
M.  D.  VAN  ATTA,  aU  of  Harrisburg,  Pa. 
17104,  of  control  of  such  rights  through 
the  purchase.  Applicants’  attorneys:  S. 
Berne  Smith,  and  Robert  H.  Griswold, 
Post  Office  Box  1166,  100  Pine  Street, 
Harrisburg,  PA  17108,  and  L.  C.  Major, 
Jr.,  Suite  301,  Tavern  Square,  421  King 
Street,  Alexandria,  VA  22314.  Operating 
rights  sought  to  be  transferred:  Passen¬ 
gers  and  their  baggage,  in  roimd  trip 
charter  operations,  with  no  pickup  or 
discharge  of  passengers  on  route,  as  a 
common  carrier  over  irregular  routes, 
beginning  and  ending  at  Harrisburg,  Pa., 
and  points  within  10  miles  thereof  east 
of  the  Susquehanna  River  and  extending 
to  points  in  Ohio,  New  Jersey,  New  York, 
Maryland,  Delaware,  Virginia,  and  the 
District  of  Columbia.  Vendee  is  author¬ 
ized  to  operate  as  a  common  carrier  in 
Pennsylvania,  Maryland,  District  of  Co¬ 
lumbia.  New  York,  New  Jersey,  Connecti¬ 
cut,  Delaware,  and  Virginia.  Application 
has  not  been  filed  for  temporary  author¬ 
ity  under  section  210a(b) . 

Penn  Central  Transportation  Co. 

George  P.  Baker,  Richard  C.  Bond,  and 
Jervis  Langdon,  Jr.,  Trustees  of  the  Prop¬ 
erty  of  Penn  Central  Transportation 
Co.,  Debtor,  6  Penn  Center  Plaza,  Phila¬ 
delphia,  PA  19104,  represented  by  Mr. 
Wallace  D.  Stewart,  925  Penn  Central 
Station,  Pittsbirngh,  PA  15222.  Applicant 
hereby  gives  notice  that  on  the  26th  day 
of  F^ruary  1973,  it  filed  with  the  In¬ 
terstate  Commerce  Commission  at 
Washington,  D.C.,  an  application  for 
approval  of  the  acquisition  of  trackage 
rights  over  a  line  of  railroad  of  the 
Pittsburgh  and  Lake  Erie  Railroad  Co. 
between  New  Castle,  Lawrence  Coimty, 
Pa.,  and  Struthers,  Mahoning  County, 
Ohio,  a  distance  of  approximately  12.66 
miles.  This  application  has  been  assigned 
Finance  Docket  No.  27231.  Applicant  is 
of  the  opinion  that  the  granting  of  this 
authority  will  have  no  adverse  affect 
on  the  human  environment.  The  pro¬ 
ceeding  will  be  handled  without  public 
hearings  unless  protests  are  received 
which  contain  information  indicating  a 
need  for  such  hearings.  Any  protests  sub¬ 
mitted  shall  be  filed  with  the  Commission 
no  later  than  30  days  from  the  date  of 
first  publication  in  the  Federal  Register. 

George  P.  Baker,  Richard  C.  Bond,  and 
Jervis  Langdon,  Jr.,  Trustees  of  the 
Property  of  Penn  Central  Transporta¬ 
tion  Co.,  Debtor. 

The  Monongahela  Railway  Co. 

Notice 

The  Monongahela  Railway  Co.,  repre¬ 
sented  by  Mr.  Wallace  D.  Stewart,  925 
Penn  Central  Station,  Pittsburgh,  PA 
15222,  hereby  give  notice  that  on  the 
6th  day  of  November,  1972,  it  filed  with 
the  Interstate  Commerce  Commission  at 
Washington,  D.C.,  an  application,  as¬ 
signed  Finance  Docket  No.  27236,  for 
approval  of  the  acquisition  of  trackage 
rights  over  the  line  of  railroad  of  George 
P.  Baker,  Richard  C.  Bond,  and  Jervis 


Langdon,  Jr.,  Trustees  of  the  property  of 
Penn  Central  Transportation  Co.,  Debtor, 
between  Millsboro  and  Besco,  Washing¬ 
ton  Coimty,  Pa.,  a  distance  of  approxi¬ 
mately  1.78  miles.  In  the  opinion  of  the 
applicant,  the  approval  requested  in  its 
application  will  not  alter  the  effect  of 
its  operation  on  the  human  environment 
in  any  discernible  way.  The  proceeding 
will  be  handled  without  public  hearings 
unless  protests  are  received  which  con¬ 
tain  information  Indicating  a  need  for 
such  hearings.  Any  protests  submitted 
shall  be  filed  with  the  Commission  no 
later  than  30  days  from  the  first  date 
of  publication  in  the  Federal  Register. 

Penn  Central  Transportation  Co. 

George  P.  Baker,  Richard  C.  Bond,  and 
Jervis  Langdon,  Jr.,  Trustees  of  the  Prop¬ 
erty  of  Penn  Central  Transportation,  Co., 
Debtor,  6  Penn  Center  Plaza,  Philadel¬ 
phia,  PA  19104,  represented  by  Mr.  Rob¬ 
ert  H.  Bierma,  Penn  Central  Transpor¬ 
tation  Co.,  Room  532  Union  Station,  516 
West  Jackson  Boulevard,  Chicago,  IL 
60606.  Applicant  hereby  gives  notice  that 
on  the  19th  day  of  December,  1972,  it 
filed  with  the  Interstate  Commerce  Com¬ 
mission  at  Washington,  D.C.,  an  appli¬ 
cation  under  section  5(2)  of  the  Inter¬ 
state  Commerce  Act  for  authority  to 
operate  over  the  lines  of  the  Norfolk  and 
Western  Railway  Co.  between  Cambridge 
City  and  Beesons,  Ind.,  pursuant  to  a 
contract  granting  such  trackage  rights 
which  will  be  limited  to  bridge  move¬ 
ment  only.  The  operations  sought  to  be 
performed  will  be  the  bridge  movement 
of  applicant’s  trains  over  the  lines  of 
the  Norfolk  and  Western  Railway  Co. 
between  Cambridge  City  and  Beesons, 
Ind.,  in  Wasme  County,  a  distance  of 
6.6  miles.  This  application  has  been  as¬ 
signed  Finance  DcKket  No.  27269.  In  the 
opinion  of  the  Applicant,  the  relief 
sought  by  this  application  is  not  a  major 
Federal  action  significantly  affecting  the 
quality  of  the  human  environment.  The 
proceeding  will  be  handled  without  pub¬ 
lic  hearings  unless  protests  are  received 
which  contain  information  indicating  a 
need  for  such  hearings.  Any  protests 
submitted  shall  be  filed  with  the  Com¬ 
mission  no  later  than  30  days  from  the 
date  of  first  publication  in  the  Federal 
Register. 

George  P.  Baker,  Richard  C.  Bond,  and 
Jervis  Langdon,  Jr.,  Trustees  of  the  Prop¬ 
erty  of  Penn  Central  Transportation  Co., 
Debtor. 

Chicago,  Rock  Island  &  Pacific 
Railroad  Co. 

Chicago,  Rock  Island  &  Pacific  Rail¬ 
road  Co.,  represented  by  Mr.  James  H. 
Sykes,  139  West  Van  Buren  Street.  Chi¬ 
cago,  IL  60605,  hereby  give  notice  that  on 
the  5th  day  of  February  1973,  it  filed 
with  the  Interstate  Commerce  Commis¬ 
sion  at  Washington,  D.C.,  an  application 
imder  section  5(2)  of  the  Interstate  Com¬ 
merce  Act  to  acquire  trackage  rights  over 
approximately  4.37  miles  of  main  line  of 
the  Peoria  &  Pekin  Union  Railway  Co. 
in  Peoria,  HI.  This  application  has  been 
assigned  Finance  Docket  No.  27303.  The 
purpose  of  the  trackage  rights  applica¬ 


tion  is  to  enable  the  Applicant  to  con¬ 
tinue  a  direct  interchange  with  the  To¬ 
ledo,  Peoria  &  Western  Railroad  Co.  in 
Peoria,  HI.  In  the  opinion  of  the  Appli¬ 
cant  the  relief  sought  by  this  application 
is  not  a  major  Federal  action  significantly 
affecting  Uie  quality  of  the  human  en¬ 
vironment.  In  accordance  with  the  Com¬ 
mission’s  regulations  (49  CFR  1100.250) 
in  Ex  Parte  No.  55  (Sub-No.  4),  Imple¬ 
mentation-National  Environmental  Pol¬ 
icy  Act,  1969,  340  ICC  431  (1972),  any 
protests  may  include  a  statement  indi¬ 
cating  the  presence  or  absence  of  any 
effect  of  the  requested  Commission  ac¬ 
tion  on  the  quality  'of  the  human 
environment. 

If  any  such  effect  is  alleged  to  be  pres¬ 
ent,  the  statement  shall  include  informa¬ 
tion  relating  to  the  relevant  factors  set 
forth  in  Ex  Parte  No.  55  (Sub-No.  4), 
supra.  Part  (B)  (l)-(5),  340  ICC  431, 
461.  The  proceeding  will  be  handled  with¬ 
out  public  hearings  unless  protests  are 
received  which  contain  information  in¬ 
dicating  a  need  for  such  hearings.  Any 
protests  submitted  shall  be  filed  with  the 
Commission  no  later  than  30  days  from 
the  date  of  first  publication  in  the  Fed¬ 
eral  Register. 

By  the  Commission. 

[seal]  Robert  L.  Oswald, 

Secretary.' 

[FR  Doc.73-5387  Filed  3-20-73:8:45  am] 


FILING  OF  MOTOR  CARRIER  INTRASTATE 
APPLICATIONS 

March  16,  1973. 

The  following  applications  for  motor 
common  carrier  authority  to  operate  in 
intrastate  commerce  seek  concurrent 
motor  carrier  authorization  in  inter¬ 
state  or  foreign  commerce  within  the 
limits  of  the  intrastate  authority  sought, 
pursuant  to  section  206(a)  (6)  of  the  In¬ 
terstate  Commerce  Act,  as  amended  Oc¬ 
tober  15,  1962.  These  applications  are 
governed  by  Special  Rule  1.245  of  the 
Commission’s  rules  of  practice,  published 
in  the  Federal  Register,  issue  of  April 
11,  1963,  page  3533,  which  provides, 
among  other  things,  that  protests  and  re¬ 
quests  for  information  concerning  the 
time  and  place  of  State  Commission 
hearings  or  other  proceedings,  any  sub¬ 
sequent  changes  therein,  any  other  re¬ 
lated  matters  shall  be  directed  to  the 
State  Commission  with  which  the  ap¬ 
plication  is  filed  and  shall  not  be  ad¬ 
dressed  to  or  filed  with  the  Interstate 
Commerce  Commission. 

Kentucky  Docket  No.  5365,  filed 
March  1, 1973.  Applicant:  LOUISVILLE- 
SHELBYVILLE  EXPRESS,  INC.,  1055 
East  Kentucky  Street,  Louisville,  KY 
40204.  Applicant’s  representative:  Rudy 
Yessin,  314  Wilkinson  Street,  Frankfort, 
KY  40601.  Certificate  of  public  conveni¬ 
ence  and  necessity  sought  to  operate  a 
freight  service  as  follows:  Transporta¬ 
tion  of  property,  (1)  between  Louisville 
and  Grafenburg,  Ky.,  via  U.S.  Highway 
60  serving  all  intermediate  points  and 
off  route  points  within  3  miles  of 
said  route,  and  (2)  between  Louisville 
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and  the  Pranklin-Shelby  County  line  via 
Interstate  Highway  64  serving  all  Inter¬ 
mediate  points  and  off  route  points 
within  3  miles  of  said  route.  Both  intra¬ 
state  and  interstate  authority  sought. 

HEARING:  April  19, 1973,  at  the  hear¬ 
ing  firoom  of  the  Department  of  Motor 
Transportation,  Ground  Level,  Capital 
Plaza  Tower,  Frankfort,  Ky.,  at  10  a.m. 
Requests  for  procedural  information 
should  be  addressed  to  the  Department 
of  Motor  Transportation,  Capital  Plaza, 
Frankfort,  Ky.,  40601,  and  should  not  be 
directed  to  the  Interstate  Commerce 
Commission. 

By  the  Commission. 

[SEAL]  Robert  L.  Oswald, 

Secretary. 

(PR Doc .73-5381  PUed  8-20-73:8:45  ami 


(Rev.  S.O.  994:  Rev.  ICC  Order  79:  Arndt.  1] 

ST.  JOHNSBURY  AND  LAMOILLE  COUNTY 
RAILROAD 

Rerouting  or  Diversion  of  Traffic 

Upon  further  consideration  of  Re¬ 
vised  ICC  Order  No.  79  (St.  Johnsbury  & 
Lamoille  County  Railroad)  and  good 
cause  appearing  therefor: 

It  is  ordered.  That: 

Revised  ICC  Order  No.  79  be,  and  it  is 
hereby,  amended  by  substituting  the  fol¬ 
lowing  paragraph  (g)  for  paragraph  (g) 
thereof: 

(g)  Expiration  date.  This  order  shall 
expire  at  11:59  p.m.,  April  15, 1973,  unless 
otherwise  modified,  changed,  or 
suspended. 

It  is  further  ordered.  That  this  amend¬ 
ment  shall  become  effective  at  11:59 


p.m.,  March  15,  1973,  and  that  this 
amendment  shall  be  served  upon  the  As¬ 
sociation  of  American  Railroads,  Car 
Service  Division,  as  agent  of  all  railroads 
subscribing  to  the  car  service  and  car 
hire  agreement  imder  the  terms  of  that 
agreement,  and  upon  the  American  Short 
Line  Railroad  Association;  and  that  it  be 
Hied  with  the  Director,  Office  of  the 
Federal  Register. 

Issued  at  Washington,  D.C.,  March  13, 
1973. 

Interstate  Commerce 

COBIMISSION, 

[SEAL]  R.  D.  Pfahler, 

Agent. 

[PR  Doc.73-5384  Filed  3-20-73:8:45  am] 
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Proposed  Rules: 

33 _ 

35 _ 

75 _ 

78 _ 

94 . . 

97- . — 

161 _ 

180 _ 

185 _ 

192 _ 

196 _ 

506 _ 


5749, 5859 

_  5750 

_  6880 

_  6881 

_  5859 

_  5479 

_  7117 


5968 

5968 

5968 

5968 

5968 

5968 

5968 

5968 

5968 

5968 

5968 

6191 


47  CFR 


0  - . 6180,  7118 

1  _  5860,  6817,  7227 

2  _  5562,  6818,  6822,  7227 

15 _  6823 

73 _  5635,  5860,  6826,  7116 


74 - 6827 

78 - 6827 

81 . — .  6822 

87 .  7227 

97 . 6180 

Proposed  Rules: 

1 .  6082 

2. . . . -  7340 

18 .  7340 

21 . 7340 

73- . . 5666,  6695,  7340,  7341 

74 . 7340 

81 . 7342 

83 . 5970 

87 . 7402 

89 . - . .  7340 

91 . 7340 

93 _ 7340 

49  CFR 

21 _ _ —  5875 

85 _ _ — . —  6997 

173 . 6180 

195 . 7121 

571 _  5636,  6070,  6392,  6999 

1000 _ 7229 

1002  . 5875 

1003  _ 6828 

1033-— . 5636, 

5637,  5876,  5877,  6828,  6881-6883, 
6999,  7332 

1056 _ 6392 


Proposed  Rules: 
71— 

396- 
571. 

574. 

575- 
1036 

50  CFR 


12 _ 6071 

16 _ 6675 

28 . . .  5877,  6282 

32  _ _ _  6071,  6282 

33  _ 5479, 

5637,  6282,  6883,  7000,  7001,  7332, 
7333 

90 _  6675 

258 _ 6283 

280 _  6071 

Proposed  Rules: 

28 . 7126 

80 . . - . —  7334 


.  7127 

6194, 6831,  7339 

.  6398 

.  6194 

_  6408 
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